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PREFACE. 



The great extension that has been given, within the 
last ten years, to Suspension Bridges, and the hold 
they have acquired on public attention, have begun 
to render them so much an object of general as well 
as professional interest, that the want of something 
like a methodical treatise on them is beginning to be 
felt. Accounts of the most remarkable Suspension 
Bridges have been published, at various times, in 
scientific Journals ; and investigations of parts of the 
theory are to be met with in works on other branches 
of mechanical science. But, except a very short work 
by Mr. Gumming, and the account of the erection 
of the Menai Bridge, by Mr. Provis, we have no 
book in the language treating exclusively of Suspen- 
sion Bridges. A blank is thus left in professional 
literature, which it has been the attempt of the 
Author to fill up. 

His object, therefore, in the following pages, has 
been to collect into one volume whatever he could 
find interesting and useful on Suspension Bridges; 
viz. first, to draw up a connected account of the 

History of Suspension Bridges, followed by descrip- 
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tions of the most important works of that class. 
Secondly, to draw from the practice of eminent En- 
gineers inferences useful to those who have not op- 
portunities of acquiring, by practice, a know 
of Suspension Bridges ; and to apply to this branch 
of engineering, rules which have been established by 
long practice in other departments of mechanical 
construction. 

In a work of this character, much, particularly in 
the descriptive part, must, from its very nature, be 
compilation; and, accordingly, much has been se- 
lected from the scattered information communicated 
by other writers, in detached accounts, and in Papers 
and Reports printed in various scientific Journals. 

To the writers of whose previous labours the 
Author has thus availed himself, lie takes this oppor- 
tunity of acknowledging his obligations ; and as he 
has generally been careful to cite his authorities, his 
readers will know both to whom to assign the credit, 
and where to find the originals, if they desire so to 
do.* He has great pleasure, in particular, in express- 
ing how much he is indebted to Captain S. Brown, 
R.N., Mr. W. Tiemey Clark, and Mr. Brunei, jun., 
for the kindness with which they have communicated 
to him information on their works. 

For the few opinions and rules which proceed from 
the Author himself, as they have no established au- 
thority to support them, so they will, of course, be 



• A list of the works cited and referred to is subjoined. 
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received with doubt, and examined with severity. 
The method which he has pursued in forming the 
rules has been to establish some mode of calculation 
on the groundwork of experiments, and on the re- 
ceived principles of the strength of materials ; and 
then to modify the formula so constructed, until its 
results would correspond tolerably with the propor- 
tions adopted in practice in the best existing ex- 
amples of Suspension Bridges. This method is not, 
perhaps, the most scientific, but it is sufficient for 
practical purposes, because the object of rules, in 
practical construction, is to find results for new cases, 
proportionate to those that time has stamped as suffi- 
cient in previous practice. Experience, therefore, 
alone can determme how far the rules given are effi- 
cient ; and if, upon trial, they are found to be so, 
the object of the Author will be attained. 



Chancery Lane^ Londan^ 
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SUSPENSION BRIDGES. 



SECTION I. 

RidTORICAL ACCOUNT OF BRIDGES OF SUSPENSION* 

1* Sridges made of ropes were known in South 
America before its discovery by the Europeans. 

De Ulloa, a Spanish writ^, describes a kind of 
bridge called tarabita, used to cross the valleys of the 
Cordilleras in South America.* 

A cable made of bamboo, or of strips of hide, is 
stretched from one side of the valley to the other. 
It is fastened at one end to a post, and the other is 
passed round a wheel to strain the rope more or less 
t%ht. A basket, or sort of cradle, large enough for a 
man to sit in it, is suspended from the rope by two 
bridles or loops, and the rope being a little inclined 
downwards from one bank to the other, a man easily 
works himself across. There are two such ropes in- 
clined in opposite directions, for passmg and repassing. 

S. Captam Basil Hall mentions, in his journal, 
having crossed in Chili a suspension bridge made of 

« 1h liam,Yoj9gB iBgUm^e de TAm^rique M6ridion«le, 

B 
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hide ropes over the river Maypo, near the scene of a 
celebrated battle fought during the war of independ- 
ence, in whicli General San Martin, at the head of 
the Chilian army, defeated the Spaniards on the 5th 
of May, 1818. 

It consists, according to Captain Hall, of a narrow 
roadway of planks, laid crosswise, with their ends 
resting on straight ropes, suspended by means of 
short vertical cords, from a set of thicker ropes drawn 
across from bank to bank. The sustaining ropes are 
ax in number, and hang" in flat curves, one above the 
other ; the short vertical suspending cords being so 
disposed as to distribute the weight equally: the 
main sustaining ropes are firmly secured to the angles 
of the rock on one side, at the height of thirty feet 
above tlio stream ; but the opposite bank being low, 
it has been found necessary to carry the ropes over 
high wooden frame-work, and to attach them after- 
wards to trees and to posts driven into the bank. 

The clear span is 123 feet. " The materials being 
" very elastic," says Captam Hall, " the bridge 
" waved up and down with our weight, and vibrated 
i'lin so alarming a manner, that we dismounted and 
*' drove our horses one by one before us." * 

Dr. Robertson mentions also bridges of this kini 
on the authority of De Ulloa, as existing in Pe 
before it was invaded by the Spaniards.t 

3. A somewhat similar kind of bridge is used 
'(he Himmala district in India, t 

0"J Vhi ' ■ ■ ...-Ij 

* ^'fiktracts 'from a Journal written on the Coasts of'dl 

Peru, and Mexico, in 1820, 1821, 1822, by Capt. Basil Hi 

R.K.'TOl,ii-p.ll5. 

. -j- Histoiy of Ameiica, p. 63., book vii. 

•^ Frascr'E Journal of a Tour throi^h part of the snowy ranj 
of the Himmala Mountains, p. 260. London, 1820. 



le 

N 

S 1 




9RID0BS' 09 SUSPBNSICmi S 

'''■^* A' Qomimvmcatifmy^ says Fraser, ^« ia kepti^ 
^ aerokrt/the Sotlej by means of that singular and 
^^ dn^ious ' kind of bridge, which in the hills is 
f^ called ^ JHoola* 

"At some convenient spot where the river is nar- 
^<fOw, and the rodks on either side overhang the 
^^ stream, a short beam of wood is fixed horizontally 
" upon or behind two strong stakes, that are driven 
^< into the banks on each side of the water, and round 
" these beams ropes are strained, extending from the 
^ one to the other across the river, and they are 
" hauled tight, or kept in their places by a sort of 
^< windlflss* The rope used in forming this bridge is 
^< usually ir<Hn two to three inches in circumference, 
^^ at least nine or ten times crossed to make it 
"secure. 

^< This collection of ropes is traversed faya blodi: 
" of wood, hollowed into a semicireular groove, Imgle 
" enough to slide easily along it; and* around idiis 
" Uock ropes are su^ended, forming a loop^ in;wiiicfa 
^^ luuBsengers seat liienielves^ ebipii^ ita iq>per pfirt; 
" with their hands, to keep .tiienwdtei steady^ < 
'■■'■ "A line fixed to the wooden Jbloek at iraeh/Ctid, 
" extending to each bank, serves tOfhauiitjand/^he 
^' pasfitnger attached to it frcHaa one side <iKf the ifiver 
f*iM the other. , ,u 

" The JHoolay at Ramporc^ was somewhat fimooid^ 
^ able; for the river tumbles beneath it in a very 
" awful way, and the ropes, liiough ^hey dsclioe in 
** the centre to the water, are elevated from thirty to 
.^f forty feet above it. The sf9XL is from ninety ta 
fi la hxffldsed yards:.*' 

4. The same method is mentioned by Santa Oftfi, 
in his Reflexions MtitdireSf for gettfaig '^utilll^ over 
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rivers, by slinging tKe carriages to blocks running 1 
upon cables stretched across from bank to bank.* 

5. Baron Humboldt, in his Vues des Cordili^et 
et Monumens des Peuples indigenes de VAmeriqUi 
describes a rope bridge, called the Bridge of Penip^, 
over the river Chambo, which he crossed in June, 
1802. 

It is made of ropes, very nearly four inches in di|| 
aineter, made of the fibres of the -Agava American^ 

The length of the bridge is 131 feet, and the ' 
breadth rather more than 8 feet. The main ropes 
&re bound round with rings of bamboo, and are fas- 
tened, on each bank, to a sort of rough framework, 
made of trunks of trees. (See fig. 1. Plate I.) 

There are other bridges of this kind of much 
larger dimensions ; and it is by means of such a bridge^ j 
of extraordinary length, over which passengers an<L I 
loaded mules can pass, that a communication hajs 
lately been .estabUshed between Lima and Quito, 
after a fruitless expenditure of one million of francs 
(40,000/.) in endeavouring to build a stone bridge 
near Santa, over a torrent that rushes down the I 
Cordillera of the Andes.t • [ 

,6. There is at Eglisau, near Zurich, in Switzer^ 
land, a wooden bridge over the Rhine, which, al- 
though it cannot be called strictly a suspension 
bridge, partakes of the suspension principle. It 
is in two arches, with a pier in the middle of the 
river, and an abutment on each bank. An arch 
is thrown over each opening, made of wood beams 
about fifteen feet long, and ten inches broad by twelve 
de^j with, their ends abutting agamst ^acli other, tiecLa 



i* Douglas on Mil itarr Bridges. 
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And bolted together with iron straps. The extremities 
of the arch are tied together by a horizontal brace. 
"iTie platform is attached to the lower ends of ver- 
tical suspending beams, twelve inches square, placed 
about three feet apart, in pairs, the upper ends of 
which embrace the wood arch, and are bolted to- 
gether over the top of it. The platform is thiii 
really suspended from the arch, although the con- 
struction is not flexible, as it is in rope or chaii^ 
bridges. 

7. We are informed by travellers, that several sus- 
pension bridges, made of iron chains, exist in China. 

Turner and Major Rennell * describe one built 
over the riv^r Sampoo, on the road to Lasss, c^lbd 
Choucd-ckO'Zum. It is made of five par&Ilel chains, 
with links one foot diameter, on which a loose bam- 
boo flooring is laid. ,' ' 

8. Another bridge, called Selo-cha-zunit is 'de^' 
scribed by Turner, which' approximates, in' its m- 
rangement, to our modem European diain bridges. 

It is formed of two parallel 6h^ns, four feet apart, 
which are suspended over stone piers about eight feet 
high on each bank. The ends of the chaius pass back 
thence, and turn down in an oblique direction, and 
are bedded in the rock, eftch being fitstened round a 
lai^e stpne, which is kept down by a mass of smarter 
stones laid upon \i. ' A plank, about' eight lilfclies 
wide,'e5^tending across the river, is' siispeixded from 
the' chains by bands made of iroots, of such lenMn^ 
thai the' jiath is four fefet beJowtRe cHamajn toe 
middle Qf the length of the bridge. ' The length ^ 
die bridge is"^g'ifeet. The suspending bands are 

* burners Account of the Embassy to ThUiet, and Rennell'i 
CescriptioQ of Hiudostan. 
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renewed every year, and the planks are loose, so tliat \ 
any part can be repaired separately. This is, in fact, 
a proper suspension bridge, with a horizontal platform 
suspended from the main chains. It is only used for 
foot-passengers. 

There are other bridges in China of the i 
kind. One of these bridges in particular, over A I 
torrent at Quay Cheu, is of great celebrity and ani I 
tiquity, and is called The Iron Bridge, as a sort of 1 
distinction. It is the work of an ancient Chinese | 
general, and has been a model for others. 

9. It would be useless labour to seek, in the 
accounts of travellers, more ample details concerning 
these bridges ; for, although they are interesting as 
evidence of the great antiquity of suspension bridges, 
they afford but little practical instruction applicable 
to the construction of our chain bridges. It may be 
concluded, however, from the accounts that we have, 
that iron suspension bridges are of Asiatic origin. 
The bridge of Chouka is, indeed, so ancient, that 
the inhabitants are ignorant of the date of its erection, m 
and attribute to it a fabulous origin. 

10. In Europe rope bridges were formerly much ' 
uhed in war. A bridge of ropes across the Clain, at 
^e siege of Poictiers, in the reign of Charles IX. of 
France, is mentioned in DavUa's Hi&toria delle J 
Guerre Civile di Francia, vol.i. p. 964. 

Bridges of cordage were also used by Henry, Prince J 
of Orange, in 1631, in an enterprise against Ghent 
and Bruges. They were also used in Italy in the 
campaigns of 17*2.* '• But no details of their con- 
struction having been preserved (says Sir H. Douglas), 
they were little known in later times, until 1792, 

'li|^^n ^ey Were used by the French."'"' ■ 

liin. .nrt.f'i,. 1 .„, i,|„| 

* Douglas on Military Bridges^ 
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: 11. F%iii:es^ aBd3.» Pkte I., ai^ an devat^juid 
plan of a rope bridge, taken from a French miUtary 
work called ^ide MSmoire (cited in Zioziglaa on Mi- 
litary, bridges}. The platform is suspended firom twa 
cables, about 6 inches in circumference, and 10 feet 
^part, passed over gins, or shears, fixed on each bank 
of the river, and strained up by tackjle worked by 
oapsta^s placed on the shore. From these cables, 
cross beams 11 feet long and 4 iwhes square, with 
i;ro£i rings at their ends^ are suspended by rppei^.^ w^ 
on those ero^b^a^v; 4^ iropes, (J^. fig. 3.) 3 ii^che^.jboi 
diameter, are laid at 19 inches, apart, ooi^ end* of, the 
xopea being made &st to piles driven in the bank>, wd 
the other to a c^^pstan. These ropes ai:^ ^njfp^Kt^ 
oijk fram^Sp lor , trestles, phu^ed on each sid^ pf; thp 
river ti> forw thft alwtments. of the bridge. Tlie t,9:j^ 
of the trestles. are 16 feet long and I'foPt j^qpi?rSr(j^ 
fig- 3.), with groovy, cut, in them tp receivi^ <ftp,,?.ix 
ropes ; two inch, pfenkjng is laid acrg^s the i;ppep^ |Cj 
and thus forms the roadway. , r) 

The weight pf the cordage, and^ other appurtewi^^s 
for such a bridge over a river 130 feet wide, is estiQiat^d 
in the Aide Mi^mqire, at 14,878 Ibi^ Frengh weight. 

* When infantry ar^ marching pver" (^ys Sir H. 
Douglas) " under a front of three men, J^^ks thriee 

feet distant from e^ other, th? bridge ypll l^aye to 

< sustain about 1^0 ipcic^. Their t^ptal .yfFi^ightj each 

< taken with his arms and ^QQqn\.rf^lfintf^ ^c. ^\ ahout 

< 180 lbs., is about 21,600 lbs. • which, added to 

* 14,87qlhs., gives 36,470lbs. (about 16^ tons), the 

* weischt to be, home by the cables and the four 
f trestles.fi 






For the lower ^is?§a^,fare,;ai,bp^^^ 

they are held fast by their piles and capstan ; and 

d r jB' TP no i^iJ^»jO<J • 



^■'.^ c : ^31711^ 



^^B 8 UUTOBJCAL ACCOUKT 09 ^^| 

do:iiot, thereibre, depend exclusively ^ofti^ttie^^Jbui ^^M 
cables, although they are supported by them. ~> sbsat ^^M 

The construction appears, however, loose, tad ioB ^^| 
sufficient in strength for the load proposed. • ■ -'l- ^^M 

13. A rope bridge was made in 1810, by Colonel 
Sturgeon, of the staff corps, to cross a broken arch of 
the bridge of Alcantara over the Tagus. 

The rope-work to support the flooring of the bridge 
was made of hawsers, forming a kind of net-work A A: 
(see fig. 4. Plate I.) ; to each end of which a cross 
beam B, was fastened, and the net stretched by tackle 
from the fixed beam R, lodged in the masonry of the 
bridge. Cross beams or joists were then lashed to 
the rope net, and sleepers laid along them, on which 
the floor was laid, composed of boards lashed to- 
gether with spun yam, for convenience in rolling up 
and stowing in carriages. 

A tarpaulin was stretched along the outsidcs of the 
bridge to form a parapet and blind for cattle. 

The platform was steadied by ropes lashed to two 
of the cross-bearers, and made fast to the masonry 
below. 

The span of the arch was 100 feet. 

The means of transport required fot tW Wholi' 
apparatus were, ' 

""'"■'I pontoon carriage drawn by 12 oxen. 
»uu kg strong cars, 4 oxen each 32 
17 cars, 2 oxen each 34 




LiM. Navier says there is a rope bridge now in' 
B^the neighbouriiood of Brest, communicating 
ten the sea-ahore and a email fortified islafidJ'*^^'' _ 

♦Douglas on Maitary BridgCE, p. 176. 




made of.Mo^,Y^®>>^^^rafmanx)^ 

biit^ C0iiiti;t3 of cdblei 8ti^ aorOM a^eF,^^4Uid 
j^sedgQi^er i^qpri^it: pile» of wood &Ded on eitb^ 
bank. ~: ■ ■ ■:../. v. --:S^]^i >djf 

a:3^[^ roadway is a horizontal pls^rm <of 
suspended' by ropes that pass round sheaves^ b 
^Mtouttd^jfco ^eimadn cables or catenaries;^ .^ .:l ( 0^2) 
Itappe^Ts to have been designed for mililai^ nsesd 
^ritisvrwa^rtatdLe to pieces readily; iandifMtnmnd 
oabtea^isaslwell as^ the vertical sui^ndkig^ oords^iani 
pushed sound skei>Tetii; to tighten or jiackea th(sm ^ 
pleasureci>.. --.. ;:f j<vm ; ^..^ii ^:. >/ ,.,vlt sili 

,15. We have no accoimts o£ ,the ^i^^no^/Qf i^lWEVi 

the last c^tury^ j^ ,, ^ . ^ rni/r n iinol ot sgbno 
^ :The fir?t .Euy9De^n^^w briOge y^,:[H^t(ia Jpg- 

l^^.?crp^. % 4PIPS.M9 ?piks^ a}i9y,^. Jf|4d^i^ 
chiefly for the use of the miners of that district. ^^^^ 
length was 70 fepj;t;the hr:^\hx^^ 2 

ft^t^ ,fni the h^^, above the water, 64/^j^. .^^ is 

described by Hutchinson, in his Antiqi^ti^ /^^jf^fx^^ 
ham^ published in,^J^79^. ,Mr. St«v€^sQ:|^^^^fj|E^^ 
burgh, taJkes tb^ dat^ j^^f the cosi:i8tp^^9^j p{ this 
bridge to be ajbout 1741,* ,. rs ' _. >,. 
Monsieur Najier speaks of a chain stretched across 

betwee]>j^.§^ r^K^x:t]^§ft command the town of Mou- 
stiers, in the JD^artement des Basses Alpes* It is 

witht|W£|§p]8^BlJ«ni]Biji|l% iw^SrioiMSg tenftfwilK 

* See An ^^ffy\>ytjfifc§ ^ |p € yi ^ ^ Steven* 

son, Esq^ F.R.S.E.^ in Uie Edinburgh PhU. 3o\ini^)^o.\^% 
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erection is not certain, but is supposed to beloi^ 4« J 
the 13th century. It does not, liowever, appew ' 
to have been ever intended for a bridge, but is thought 
by some to have been an offering to the Virgin, to 
obtain her protection for the town of Moustiera, 
against being overwhelmed by the rocks that oveis I 
hang it. By others it is attributed to a knight of I 
Rhodes, who is supposed to have erected it in con- [ 
sequence of a vow made during his captivity in th^ I 
Holy Land. The iron is said not to be injured b^ j 
rust.* 

16. We may, therefore, pronounce with toleraUe | 
confidence, that the bridge over the Tees, was th» I 
first iron suspension bridge constructed in Europe. 

Prom the account given of it, it was a very rude 
work, in nowise superior to the Chinese chain bridges, 
and the construction of suspension bridges does not 
appear again pubHcly to have engaged the attention of 
EngHsh engineers until 1814. 

17- In 1807, 3 project was brought forward by 
Monsieur Belu, a French engineer, for establishing a 
bridge between Wesel and Ruderieh over the Rhine. 

The masses of ice that float down the Rhine in 
winter, render the construction and durability of 
piers almost an impossibility. And it was, therefore, 
deemed requisite to throw a bridge of one arch, at 
least over one arm, the breadth of which is 820 feet. 
Mons. Belu's design was to lay the roadway on a 
sort of network of wrought iron chains, formed by 
laying a number of chains together lengthwise and 
crosswise. The chains being made of small links 
1*64 feet long, connected by pins. The web was to 
be fixed at each end to a mass of masonry, and the 
deflection proposed was 26i feet, or -j-f^th part of 

* Navicr, p. a*. 



tke.ohcri ilM. The foadwty sk the ends, where the 
eixrv^ ivoudd have been rapid, waa to be supposrted bf 
suspension rods^ to l&eep it at a reasonable inclination^^ 
M(mg. Navier says the objeetion made to the design, 
was prinicipally the dightness of the chains eompared 
to their tension* This 'was a fault so easily remedied, 
that it is more probable the objecticm arose from other 
more weighty circumstances. The scheme is alto* 
gather, if we may judge from Mens. Navier's account 
of it, too crude for a work of such magnitude, and 
was not likely to inspire any confidence at that pe* 
riod, when there was no experience on the subjeet. 

jiimerican Suspension Bridges. « 

' 18. The construction of iron suspension bridges 
was begun in America in 1796, by Mi% Finlay, ^who 
in that year built one about 70 feet long, ^tim 
Jacobus Creek on the road between Union Town nnd 
Greenburgh. <■ - a) 

Mr. Finlay took a patent in 1801 for the^ Iconstfuc- 
tion of suspension bridges ; and it is stated in -Popie^s 
Treatise on Bridge ^rcA«fe€#wr^, published' at New 
York in 1811, that since 1801, eight bridges on Pin- 
lay*s plan had been built.t i * 

■ • ♦ , < I ; * -■ ' . ' 

^ Navier, pb 26- •. • u <• 

f Mr. Finlay's specification describes a bridge supported tgr 
two chaiosy the ends of whicb are to be firmly fastened in |he 
ground. He directs the suspension towers to be of suqh height 
that the deflexion of the cnnre shall be one seventh ^f the span. 
The tiro centra) joists or cross-beaabs of the plat&rm to jrest on 
the chtuna; the.othfMr9>.|o b? sapported by vertica) s^s.9^l^ 
iog chains; th^ angle^oj6(^e back stays to be.^h^ sape a^.the 
apgle pf direction of^the curve, and the ends of th^ chains to 
pass' through heavy siones,' and! be ke^ecl under '^e^j'vitU^a 
tdaJul 6f masonry ^ atbb^ ov^ theta ; tlie^ vi|rile|d Mi^MHihifttg 
chains to be attached to those of the links of the main«> 
chains that are placed fbU-wis(»|.bj|/ passing \xp \\itou^.^«c^ 
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^Kiild. The largest across the Cataract of ScliU^kill, 
^His 306 feet long. It is borne by two chains, one on 
^HMch side, the iron of which is 1^ inch square, 
^f .> Another across the Brandywine at Wilmington, 
is 145 feet long. It is 30 feet wide, and is borne by 
four chains, the iron of which is If inch diameter. 

20. Another, of considerable size and strength, is 
described in the same work, built over the Merrimack, 
three miles above Newbury Port. 

It consists of one arch of 24'4 feet span. The 
piers upon which the suspension pillars are erected, 
are of stone, 47 feet long, and 37 feet high. The 
suspension pillars are 35 feet high, and are sap- 
ported by wood framing. The bridge is formed of 
ten chains, the ends of which are carried down into 
deep wells in each bank, and are therein lixed to 
heavy stones. 

The total length of each chain is 5lG feet ; and at 
the parts which he on the top of the suspension pil- 
lars the chains are tripled and made with short links. 
The four middle joists or cross timbers of the road- 
way rest on the chains themselves. The other joists 
are suspended from the chains by rods to keep the 
road hori2ontal. ' 

There are two roadways, 15 feet broad each, and 
the floor is strengthened by a thick side rail or pa- 
rapet. The chanis are arranged thus : three at each 
side of the bridge parallel to each other, and four in 
the middle, and they are computed to be capable of 
bearing 500 tons. The height from the water to the 

» floor is 40 feet : the chains are painted, 
anil being held by a cross-key over tlie cliains ; to tlie links 
that are placed upright, or on end, the vertical suEpending 
chains are held by a fork that embraces the link of the main- 
cbfiins, with a key put through it, above the chain. 



^^'lljigjjpdge iiSrUfi^tJGM* horses and carrinfei^ 9nd 

21. It is stated in the second volume of HistewA 
de^. la Navigation Intdrieure^ published in 1820 by 
l^ns* Cordier^ that ^ce the date of Mr. Finla/iS^ 
patent forty bridges of suspension on his plan had 
been built. He mentions one constructed in 1815 
on the Xichec^hy a mile below Northampton. It 
consists of two openings and two semi-arches. Its 
^hdb length is 475 feet. The chains are placed so 
as to divide the platform into four ways, two carriag)^ 
roads in. the middle, and a footpath on eadi aideu, 
The chains were made with iron bars If square. The 
bridge cost 20,000 dollars (4,3361. )• :^r 

S2. The subject of chain bridges was, a^ stated in: 
article 16., very little attended to by the Engliib, 
engineers until the year 1814, when a plan waabrovg^i 
forward by a Mr. Dumbell, of Warrington, for nlfek- 
ing a direct road from Runcorn, in Cheshire^ across 
the Mersey to Liverpool. This scheme usdv^led <a 
bridge in lieu of the ferry ^ross RimCQHVfg^p^ i^. wA, 
though no desi^ had then been madp^aAi^ea^was 
thrown out of stretching across tb^ r^^^^ryirf^ of 
metallic rings. t / , » \ t; , 1 1 ' 

23. From the nature of the navigation,, jt jyas ne- 
cessary that the bridge should.consi^t of^not. more 
than three openings, the centre pne ^ IQQQ^t, imd 
the other two of 500 feet^fch. _4^ ^^ 

cessary that there shpu|djl?e at Jeasjt/ip.f^^ 

With these regjiisites ,i]t appi^pr^^ jimp^^\(^ibje ,to 
construct an arch bridge. And Mr. Telford being 
cohsulted^n the project, proposed an iron suspension 
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bridge, of which Professor Barlow, in hu Essay on I 
the Strength of Timber, gives an account.* 

S't. Mr. Telford's bridge was to consist of l(i iron 
cables, each formed of HG square half inch iron bars ; 
and of the segments of cylinders proper for forming 
them into one immense cylindrical iron cable, which 
was to be nearly half a mile long (including the &X-* 
ings on shore), and about 4i inches diameter. 

The half inch bars, as well as the four s 
were to be welded together into so many lines of bars, ' 
and laid in a bundle together, secured by bucklings 
every 5 feet ; and wrapped in Hainiel, well saturated 
with a composition of rosin and bees wax, to prcBerve 
them from the weather. They were further to he 
bound together with wire of about -fo inch diameter. 

The roadways were to be suspended from 1 6 of 
t^iese cables, and to consist of two caniage-ways, and 
one central footpath. The main suspension piers of 
the middle opening were to be about 140 feet high j 
and the deflection of the cables in the middle j'oth 
of the opening, or 50 feet, 

The two side openings were to consist of two scmi^ 
catenaries. 

25. At the time this bridge was proposed, there 
wtisted very little experience on the construction of 
rospension bridges ; and in order to obtain data for 
proportioning the strength of the parts, Mr. Telford 
undertook a course of experiments, of which some of 
the results will be stated in the next section. 

* Barlow on the Strength and Stress of Timber. Third Edition. 
1826. Appendix. 
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SXPEEIMEKT8 ON THE STRENGTH OF IRON WIRES, IROV 
BARS AND CHAINS, AND STEEL BARS. 

26. A PART of Mr. Telford's experiments was 
made to ascertain the direct strength of cohesion ^f 
malleable u*on ; and others were made upon iron wires 
stretched between two props, and loaded with weights 
between the props (from to 258 lbs.) according to 
the strength of the wire. In some t>f the experiments 
both ends of the wire were fixed ; in others one end 
only was fixed ; and to the other was smpendad a 
balance weight on the opposite side of the prop over 
which that end passed. They were made with 
various s^ns, viz. 100 feet, 31^ feet, ,140 feet^ 
and 900 feet. And also witih yarious jdi^e^taoM 
from itb of an inch in Sli feet^ «^wdrds» iaccording 
to the length of the wires, and the deflect!!^ i^ 
balance weights.* ,/. 

27* The following table contains thci results .of the 
experiments on the direct strength of cohesion, of 
iron wir^r 

* Mr. Barlow has given tables of afl these experanentis in his 
work, to which die anAor refers those who with to examiae 
them mioutely. 
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No. of 
Biporimciitii 


Section of Wire Weight that 
in square inches, broke it in lbs. 


Breaking ■!«% 

calcwlatHt per square indl^ 

in tons. 


I. 
II. 

ni. 

IV. 

V. 

VI. 


•00672 

•007854 

•00288 

•0018 

•007854 

•007854 


531 = 
738 = 
277 = 
157 = 
630 = 
684 = 


35-7 
42K) 
42^9 
38^1 
35-8 
36-1 


6|230^6 


Mean 38-4 



S8. Whence the mean vertical strength of iron 
vfire, not more than i^ inch diameter, may be taken 
at 38^ tons per square inch. 

S9» Colonel Dufour of Geneva made a set of 
experiments on the direct strength of cohesion of 
iron wire, of which the following is a table in En* 
giUsh measures** 



PhMmttfini^dwit 


Section 
in sq. inches. 


Ultimate strength 
in lbs. avoir. 


Strength in tons, 
per square inch. 


^ 09346 
•0748 
•0826 
•106 
•146 


•000879 

•00439 

•00537 

•00915 

•0167 


96 

413 
462^89 
808^86 
1502 


48^ 

42 

38-4 

89 

40t 



It is observable that, in both these sets of ex- 
periments, the small wires appear to possess a greater 
strength per square inch than the large ones* 

Mons. Vicat, a French engineer, found the ultimate 
strength of iron wire *1181 in* diameter, llS^Ibs., 

* See the origiiial in Descriptum du Pont en HI de Fer i 
Gen^ve^ par le Colonel Dufour. 
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>irhicb,is.at the rate of 47 tons per square inch ; but 
l^is is so much above the results of the other experi- 
ments for wires above Vir inch diameter, that it cannot 
sjafely be taken as a general standard. 38^ tons per 
square inch may be used safely as the measure of 
ultimate strength in computing the strength of small 
wire, but it is very much above the strength of ^ 
wrought iron bar containing a square inch, 

30. Experiments on the strength of iron bars. — 
Mr. Telford made some experiments upon the direct 
strength of cohesion of malleable iron, at Messrs. 
Brunton and Co.'s chain cable manufactory.* 

Nine experiments were made upon iron of different 
qualities, and of diflferent sizes. The mean 1-esulf 
was, that the ultimate strength of a bar of good 
malleable iron one inch square, is 29 tons 5f cwt. 

31. This is, however, presumed to be too high a' 
result, because the machine used to try the strength' 
of the iron was an hydraulic press, in which, Wfth' 
great pressures, there is great friction of the piston 
in the barrel of the pump. Hence the power iip[rf9<^ 
to the machine, has to overcome more than the actuid 
resistance of the iron bar that is proved by^ifrj *^d, 
consequently, the power indicated by the machine, as 
being exerted to tear the iron bar asunder, is greater 
than the feal strength of the bar. 

82. A set of experiments was also madet, at Cap- 
tain Brown's patent iron cable manufactory, on the 
strength of iron bars and cables, t 

•f 

* For an account of these experiments, see Barlow, p. 261. 

f See Barlow, pp. 265—269. for an account of them. 

J- The proving machine, used by Capt. Brown, is very sonpfe '' 
and effective. It consists of two rollers set up in bearings, one 
at^S^n feftd of along iroh fVame. On the axis of one of the 
rollers a strong lever is fixed fast, projecting but horizontally ; 

C 
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-83. The ultimate strength of a bar of good maHe* 
able iron, deduced from Captain Brown's experi- 
Dients, is 25 tons. And the ultimate strength of 
iron bent into the form of links for chain cables, is 
76 tons for a double bolt of li inch diameter (in 
the cable form, without stays). This is 76 tons for 
Si square inches, or at the rate of 21^ tons per 
square inch ; whence the strength of iron is im- 
paired about ^th by being bent into links. 

34. The mean of Mr. Telford's and Captain 
Brown's results is 27 tons per square inch, which 
is now taken as the standard for the ultimate, or 
breaking strength of cohesion of good malleable iron.* 



1: ■' ' ■ 

IMf. 



Its end is connected by a short vertical link to the short end 
of a counter horizontal lever, mounted on a fixed centre pin ; 
the long end of this lever is loaded; the prop(»tion8 of the 
If^ers being sudi, that a very moderate weight on the end 
9f the counter lever will exert great power to turn the roller 
xound. A short vertical arm projects out below the circum- 
lerencfe of the roller, to which a piece of chain is linked. To 
t^e bnd of that chain, one end of the bar that is to be proved 
is <flu(tened, and the other end of the bar is linked to another 
ehtiui) &8tened to the other roller, at the opposite end of the ma* 
c|;^ne» This second roller is turned round by 2, 4>| or 6 men^ 
according to the size of the bar under proof, by means of a train 
of $ wheels and 3 pinions, until the loaded roller is pulled or 
tutned round enough to raise up its balance weight, which is the 
measure of the strain the bar is intended to undergo. In the ma- 
chine at Capt. Brown's manufactory, Mill Wall, near London, the 
proportions of the two levers are such as to make the effect of the 
b^ance weight 224 times its weight. And the tram of wheel- 
work is so proportioned, that 2 men at the handles can exert a 
fbtce of 30 tons on the bar under proof. 

- * In iron bars, the strength per square inch varies somewhat 
aoeording to size, and it has been observed, that when a bar is 
stretched so as to diminish its sectional area, the diminished bar 
will-bear more, per square inchy than the original bar did. Thig 
corresponds perfectly with what was said of wires, of different 
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35. Stretching strain of malleable iron bars. — 
In the experiments made by Mr. Telford it was 
found tbat the iron began to stretch at about |ths of 
the breaking strain, and thence to TV^ths ; the latter 
being the least, and the former the greatest stretch- 
ing strain shown. 

Mr. Donkin (in his evidence to the Committee of 
the House of Commons on the Holyhead road) says, 
that in experiments at which he was present, iron 
bars one inch square began to stretch with 16 tons. 
That is i4ths, or nearly iPoths of their ultimate 
strength. 

36. It is said that iron has been found to streteh at 
10 tons per square inch ; the amount of the stretching 
being equal to about nsWth part of the length of th^ 
bar. And that it will bear 9 tons per square inch 
without stretching at all. 

Nine tons per square inch are accordingly now 
taken as the strain that the chains of a suspension 
bridge may bear continually without any injury, and 
it is prudent tp proportion them for that strain^ Bujt 
we may, at the same time, conclude from the . expe* 
riments first cited, and from the almost imperceptibte 
amount of the stretching at 10 tons per square inch, 
that iron bars will bear at least 12 or 14 tons per 
square inch for a time, without being injured, al- 
though they ought not to be loaded with that strain 
continually. 

37. Strength of hammered iron. — Some experi- 
ments have been made by Mr. Brunei on the strength 
of hammered iron. The mean of two sets of trials 

diameters, in art. 28.; but the difference of strength is not tm^ 
portant within the limits of the sizes usually given to iron bars 
for suspension bridges ; and 27 tons per square indi is a slife 
idtandard. 

C 2 
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0f iron denoted besty reduced by- hanflnerV to n^ths 
square in the middle, is 30*6 tons? per squaore inch'^ 
and the mean of another set on iron denoted hS^ 
best J reduced by hammer to ^ square in ' the thiddld^ 
is 32*3 tons per square inch. - / 

These are, as might be expected^ higher residts 
than those of the first-mentioned experiments, it 
being well known that hammered iron is t8trong€sr 
than rolled iron.* -' 

. Strength of steel. • — According to Mr. George 
^Rennie's experiments, the ultimate strength of cd^ 
hesion of cast steel is 134,256 lbs. per square inch.\ » 

Numerous experiments were made a few years' agd 
on the strength of bars of steel and iron, by a Ger- 
tnan engineer, preparatory to building a suspension 
Wdge of steel bars at Vienna. 

The following are some of the jexperiments : -r^ 
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Name of Metal. 



Least breaking strtun 
in lbs. avoirdupois. 



I " 1 . » ' / ' > ' ■■'. 



TC 



^min^ctfs fitter- - 
.Gaat? steel. - - 
Raw. steel - 
'Bresciwi steel - 
fijolled «heet iron, 

' cut lengthwise 
Ditto, Crosswise 



'■} 



63,055 

85,185 

109,690 

75,758 

mean 31,128 

41,000 



Greatest lireaking 
strain in lbs. 



77,505 
112,725 
113,962 
101,354 



..■!!«,;. 



No. II. 



I «» t 



9 — «il 



•*m^ 



Bfieialdng strm in.ll».^ 9Uw>i]l|QpQia»> 



l^ame of. Metal. 



Iron twice hammered - - 
Damascus steel, once refined 
Ditto, twice refined - - - 



■^■■^w^ 



48.39^ 
'86,Ck)0 
101,490 



• For a table of Mr. Brunei's experiments, see Barlow, 
Appendix. 
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^ A ^i^^Thmsvetse^ strength of maUeahle imn.-r^ 
Sdme experimientSMwerB: made at the Arsenal at 
Woolwickj! by General Millar, on the transverse 

$tr6iigth of ! mallec^le iron. 

A bar of Swedish iron, 3 feet long and 1 inch 
ijEfqumre, supported at both ends, and loaded in the 
middley was deflected in the middle i inch by 560 Ibs^ ^ 
i^jl .i inch by 884 Ibs/j when relieved from that 
weight, it recovered its form. The mean result of 
the experiments (as stated by Mr. Barlow, p, 279.) 
i^ tf^at Or bar /of wrought iron^ 3 feet long and I, inqh 
Mqjfaw^J^^it^ elasticity destroyed (that is, will be. 
Jll^ent pe;rmanently) by 1000 lbs. 

, 3Q.. ^Experiments on the deflecting , meigl\ts ^th/fi 
an iron wire stretched between two props will bear*^ 

The results of Mr. Telford's experimenti^ oil] ^ this, 
vary exceedingly, and do not appear to follow any 
traceable law, as will be seen by the following selections, 
from them. 

A wire ^jj inches in diameter, whose yerticdi 
strength was 531 lbs., stretched between j(Wi9.,p]ropa 
100 feet apart, bore a deflecting weight of 116 lbs., 
(viz. 56 in the middle, and 30 at i of th^ leqgth 
from each prop) for a short time, and then-broke.. 
The middle deflection being 5 feet 8| inch0%.,or 
i\^th of the span. 

A wire A in diameter, 531 lbs. vertic^ strength, 
stretched between props 31*5 feet apart, and with a 
middle deflection of 1 foot 10*75 inches (or li-^ of the 
spany, broke with a weight of 130i lbs. suspended 
from the middle of the wire. 

■•''*'•' ' . ; .■■ i -.•.•...;• s . 

'"-'•^. "' ■••.'St ,: ■,■.•..* - ••. f'.f 

t For tables of them, see Barlow, p. 254r, 
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A wire of -f^ inch diameter, rertical ti^rength 
630 lbs,, stretched between props 900 feet apart, with 
a middle deflection of 17'34 feet (or ^^^dth part of the 
span), broke with 73 lbs, (viz, 17 lbs. in the middle^ 
and 28 at i the length from each prop.) 

40. Thus we have the following table of the. 
strengths of iron wires to bear suspended weights. 



Deflection in the middle, in parts 
of the chord line. 


Ultimate strength of suspension, in parts 
of the ultimate vertical strength. 


1 in 17-4 
1 in 16-6 
1 in 52 





41. Mr. Telford made also experiments on the 
momentum that wires stretched will bear before 
breaking. It was found that a weight of 5 lbs. being 
attached, by a cord, to a wire whose vertical strength 
was 277 lbs., and being suddenly let fall through lOj 
feet (giving a momentum of 220 lbs.) broke the wire. 
And a weight of 25 lbs. falling through 7f feet 
(momentum 556^ lbs.) broke a wire whose vertical 
strength was 630 lbs.* 

42. The project for the Runcorn Bridge was not 
put in execution at the time of its first proposal, pro- 
bably from dread of the great expense of the under- 

• The momentum or energy of a body falling through the at- 
mosphere is the metss or weight, multiplied by t/ie square root cf 
the height it has fallen through, x 8*021. 

Example: suppose a weight of 10 tons to be raised 9 feet, 
and to drop thence suddenly on a bridge. The momentum is* 
10 x(3x8-021)=240-6tons. 

That is, a weight of 10 tons, so falling, would exert as great a 
strain to break down the bridge, as the pressure of 240*6 tons of 
dead weight. 
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taking, and it has not since been resumed. But it 
served to call the attention of the public and of scien- 
tific men to the subject, and may in so far be re- 
garded as the origin of the great extension that has 
since been given to the suspension mode of bridge 
building. 
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SECTION III. 

SMALL WIRE BRIDGES IN GREAT BRITAIN; AND INTRO* 
DUCTION OF BAR CHAINS FOR SUSPENSION BRIDGES. 

43, Between the date of the proposals for Run- 
corn Bridge and the year 1820, several small sus- 
pension bridges were erected in Great Britain. 

The first was built in 1816, by Mr. Lees, a manu- 
facturer at Galashiel, across Gala Water, to establish 
a communication between different parts of his manu- 
fectdry. It was made of slender wires ; the s^an was 
111 feet, and the expense about 40/. 

Another bridge of iron wires was built at King^s 
Meadows, across the Tweed. It is 110 feet long, 
and 4 feet wide. It was constructed in 1817f by 
Messrs. Redpath and Brown of Edinburgh, and cost 
about 160^. 

It is supported by two hollow cast iron columns 
l> feet high, 8 inches diameter, and f of an inch thick in 
the metal, set up on the opposite banks of the river, 
(see fig; 5.) 4 feet apart ; in each column is placed a 
wrought iron bar 10 feet high, 2i inches square, and 
the suspending wires are attached each separately to 
these bars by screw bolts 1 iqch diameter. The 
to^er ends of the cast iron columns stand on a framed 
wood foundation (see fig. 6.). The roadway is formed 
of wrought iron frames^ to which deal jdanks 1^ inch 
l^ek are bolted. The side railing is made of wrought 
iron rods ; the suspending wires are about tij of an 
inch diameter, and are not arranged (as will be seen 
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by the figure) in a catenary, the method now uni- 
versally adopted, but one end of each is fastened to 
its supporting bar, and the other end is fastened to a 
part of the roadway, so that the wires are a set of in- 
clined lines, forming different angles with the vertical 
supporting bai's. When the wires are drawn tight 
by the screw bolts, (as in figure 5.) the roadway is said 
to have very little motion. The strength of this 
bridge was tried very shortly after its erection, by 
fillip it entirely with a crowd of people, and it re- 
ceived no injury.* 

There is another similar bridge, about 125 feet 
span, at Thirlstane Castle, on the Ettrick, buih by 
Captain Napier, to replace a rope bridge. ,;| 

44u A suspension bridge on this principle (7^2;* 
with inclined chains) had been proposed (according ,t9 
Navier) by Mons. Poyet, a French engineer^, n^qre 
than thirty years ago (see fig. 7-)* Th^ roadway/ was 
to be supported by inclined wrought iri>n tiea^. fjMr 
tened to vertical columns or masts, and radiating fh)m 
tihose columns to equidistant parts of tlm< roadway. 
This is, in fact, merely inverting the system of iWi|it 
porting the masts of a ship. -,' < t! 

Monsieur Poyet says, in a Report published liq 
1821, that the openings may be carried as fat aa 40^<^r 
50 metres, = 131 to l64 feet. And he proposes .th^ 
height of the masts to be about 85 feet fcnr ail:.«peii^ 
ing of 65 feet. •* 

45. The system of inclined wires had been ddoptdd 

in a bridge built at Dryburgh Abbey, Sn^lSlTt 

across ' the Tweed, by Messrs. John aiid . WilliaBa 

jSmithi aarcihitects. It ivai^ 260 feet spaiii and 4*' &et wide. 

'It .was observed, that the bridge had a Y^ry^scjiuh 

♦ See Steveftsop*^ Aecpjuntj ,gitcd anti^. ^v. 9, : ; ■ . , u 
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sible vibration when crossed by any person ; and the 
motion of the chains appeared to be easily accele* 
rated. In 1818, six months after the completion 
of the bridge, a violent gale of wind caused so great 
a vibration of the chains, that the longest chains 
broke, the platform was carried away, and the whole 
bridge destroyed. The vertical motion of the road- 
way was said to be, just before breaking, as great as 
the horizontal motion, and sufficiently violent to have 
thrown a person off the bridge.* 

46. The defect of this plan of supporting a sus- 
pended roadway by inclined chains fastened at the 
ends to the platform is, that the chains being of dif- 
ferent lengths and inclinations, form different curves, 
and are exposed to very different degrees of tension ; 
the long ones being the most strained, and the shortest 
the least. In a bridge of large span, and made with 
chains of any considerable weight, it would be almost 
impracticable to strain the inclined chains (especially 
the long ones) quite, or even nearly tight ; for if that 
were done, the tension to which they would be ex- 
posed would so far absorb their strength as to leave 
them little power of carrying any load beyond their 
own weight. On the other hand, by leaving them 
slack enough not to impair their strength, the dif- 
ference of curvature and tension of the several chains, 
and their want of connection and uniformity of ac- 
tion, cause the vibration to which they are exposed 
from gusts of wind, or the motion of carriages, to 
act unequally on the several chains; and the vibra- 
tion is likely to be violent in proportion to the slack- 
ness of the chains. These reasons have probably led 
to the abandonment of this system for large suspen- 
sion bridges. 

♦ Vide Stephenson. 
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It appears to have answered very well for the small 
bridges spoken of m article 43. But the truth is, that 
for suspension bridges of such slight proportions, any 
plan almost, however defective in principle, will 
answer if well executed ; because the strain on the 
bridge never bears any proportion to its strength; 
and, moreover, the mass of the materials suspended 
is generally too little to do injury by being put in 
motion : but, on the contrary, in suspension bridges 
of large dimensions, and consequently of great weight, 
the force that the suspended mass will acquire by 
being put in motion, increases rapidly. Hence it is 
an object to make it resist motion, and especially to 
make every part bear its fair share of strain. It is a 
common doctrine that lightness is the peculiar excel- 
lence of a suspension bridge, but that is a principle 
which must be acted upon with discretion, and not 
taken generally. For a bridge may be from its size 
just so heavy that by being put in motion it will ac- 
quire great momentum, and just so light and slight, 
that it will be unable to resist the effects of its own 
vibration. Therefore, when it becomes necessary to 
make the chains of a bridge so heavy that vibration 
would be dangerous, it is advisable boldly to increase 
their weight, rather than attempt to diminish it, and 
to bind and connect the several chains and the road 
way firmly together, in order that there may be suflB- 
cient mass and stiffness in the bridge to resist motion, 
rather than yield to it readily. 

47. " The effect we have to provide against on 
" bridges of suspension (says Mr. Stevenson) is not 
** merely what is technically termed dead weight. A 
<< more powerful agent exists in the sudden impulses 
" or jerking motion of the load, which we have partly 
" noticed in the description of the Dryburgh Bridge. 
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in)ff .Tlie^ greatest trial, for example; wlrirflKUiQidibbet 
**?br}dge tt Montrose, about 500 feet iiif extentiMhas 
^ been considered to withstand, is the passing 'Hif^i 
** regiment of foot, marching in regular timci'-'^:*^ h' 
^ <* A troop of cavalry, on the contrary, ' does * (not 
'• produce corresponding effects, owing to the drre* 
" gnlar step of the horses. The same observation trfll 
'♦'apply to a crowd of persons walking promiscuoudy^ 
*• or a drove of cattle, which counteracts the uiAidtt- 
*^ lating and rocking motion observed on'80me>deoa* 
^*sioii6 at the bridge of Montrose, when infantry 
** hais been pa£»ing along it. Hence, also, th«' eflPectift 
<* of giiists of wind often and violently repeated,^ which 
<*dei9troy the equilibrium of the parts Cff a bridge '6f 
"suspension; and the importance of havihg the 
^^"whole i^oadway and side-rails formed in the strongest 
^Vp'ossible manner.** 

•'48. In the Dryburgh Bridge the links of the 
chasM were formed at one end into an eye by weldings 
.The other end of the bar was turned back upon itseif, 
atld' held by* a chmp or band of iron. In the broken 
^hain^ =<mly one or two links had given way at the 
.welded joint ;> al) the others had brbken at the other 
OT loose eye. « 

> The bridge had cost in the beginning 500/. It 
wtas^buiH jfor an additional 220/., on the catenariaipL 
.aystem^^vioth ban chains. The roadway was stiffened 
by' a side parapet. Before this parapet was put up, 
jdnpog the repairs of the bridge, a gust of wind struck 
.Doe end of the platform, and raised it up above the 
Jearelrfthe road. ' 

f'jj'ilinutmdulatiilg motion was thereby produiQed» iiin- 
^niii^'jaU along the: bridge, / and ^stnking the other with 
k|erking1notion ; hut since the fixing oithe^ piu:*apets, 
this vibration is diminished. To steady the bridge 



in: .Q»BAT, BRITAIN*. QQ 

fuiftherp'ObH^itfe^ tiesj ave attached to the« bjidgt, «nd 
to.ipiksvicm the bank. This is ^d to answer itsr in* 
teittMiod <purpose» and to diminish the motion ^ifbe 
bridge in » high winds^ * . > * 

: . 49i The new Dryburgh Bridge (see fig. 8.) is 
supported by four main chains, two side by side > over 
eadi suspension pillar. ' The chains are made, of 
^imnd iron rods, about If inches diameter, and about 
IQv&et long. The eyes at their ends are united by 
oyal coiApUng links, about 9 inches long. The ifoad«* 
way IB suspended by vertical rods ^ inch? diameter^ 
jthe upper ends reding on the coupling link^i with 'a 
£k>rt of croiss-head, and the lower ends passing throu^ 
the '^Ede; bearers: of the roadway^ and being scs^wed 
up under jbheooQ with nuts. ... n . »>: ;> *i 

,^<- The piUara of suspension are Memel piles 9i £set 
apaii:. They are united by a cross beam, at the )tpp^ 
over which the chains pass. The chaijoa ara l^^et 
apatt at the approaches ; but only 4^} at Hhe^Jiuiddlterj:^ 
the bridge, viz. the width of the roadwayi' WdMch. i^t^ 
;leet wide throughout, so that the suspending jrQ4sf^(^ 
not quite vertical.' > The object of this^ anwagem^lit 
is» to stiffen the bridge, but it musi tendntp biii^.a 
twisting strain on the points of suspension,') and to 
keep 'the bridge in an unnatural^ poflitiota^/i The 
fwmts of suspaision are S8 feet above thd kve)fof?4Jie 
iroad j the deflection between TVth andtiM^h cd? tl^ispan. 
The jrpad is about; 1^ feet ab^ve low WKtcr ;^ and ii; 
formed of "two beams of deal niiuning the>whok lengtlh 
of the bridge, and framed togediei^ i^OcHsrs joists are 
laid on this frame. The side beam^v- <w Waiters, are 
tied to'thjid>almtnilien«slby^tw<iiohaiii6of 9biih&^ 
from ' dmir • tmdes^ikidlesi > / <The t bakh isKtaya iare chiihs 
f>fyl-m^h ditoieter,i'aiid go dowb, into> the ground 

'L.' : ' '-'r •». See fetevetisdh'i^ Account - -' 
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innf riaie^ greatest trial, fel^ example, wiricfettietimbef 
*^tbr}dge tt Montrose, about 500 feet itt extenti -has 
**'be€iai considered to withstand, is the passing of a 
** regiment of foot, marching in regular time."* 
•^■- <* A troop of cavalry, on the contrary, ' does not 
« produce corresponding effects, owing to the irre- 
** gnlarstep of the horses. The same observation will 
'♦-apply to a crowd of person^ walking promiscuously^ 
T^'ora drove of cattle, which counteracts the mldti- 
*''lating and rocking motion observed on some occa- 
^ isioiis at the bridge of Montrose, when infantry 
** has been passing along it. Hence, also, the eflPects 
<* df gifists of wind often and violently repeated,' which 
<*^dei9troy the equilibrium of the parts of a bridge of 
" suspension ; and the importance of having the 
^«%hole i^Oadway and side-rails formed in the strongest 
WftoSsible manner.** 

^'48. In the Dryburgh Bridge the links of the 
chafi* were formed at one end into'an eye by welding. 
SRwi other end of the bar was turned back upon itself, 
^tld'held by- a damp or band of iton. In the broken 
^ain; 'only one or two links had given way at the 
iwdded joint ; al) the others had brbken at the other 
«r loose eye.' '; 

fi'> The bridge had cost in the beginning 500/. It 
.wktshiehmH jfor an additional 220L, on the catenarian 
.ay8|emi/.with ban chains. The roadway was stiffened 
l»y'a side parapet* Before this parapet was put up, 
idopog the repairs of the bridge, a gust of wind struck 
jone^end of the platform, and raised it up above the 
defrelt^the roadw • 

10 jjlm-itrndulating motion was thereby produced, run- 
ma^'jail along, the: bridge, and istriking the other with 
kferidng tnotion ; hut since the fixing oithe parapets, 
this vibration is diminished. To steady the bridge 



fui4her>) obli<}ue tiesjave attached to the«bjridgt, «nd 
to.pikS'Km the bank* This is said to answ^$tS(in« 
teitMiodpurpose* and to diminish the motion ^..tbe 
bridge inhigh winds.* ^ >' 

^ 49. The new Diyburgh Bridge (see fig. 8.) is 
supported by four main chains, two side by side. over 
each suspension pillar. ' The chains are made< ' of 
rimnd iron rods, about 1 1 inches diameter, and about 
10 feet long. The eyes at their ends are united by 
o^ coupling links, about 9 inches long. The road^ 
way is suspended by vertical rods ^ iBchrdiametei^ 
the upper ends resting on the coupling links with^a 
(jort of croas-head, and the lower ends passing throu^ 
the side bearers of the roadway^ and being sca^wed 
up under jbheooQ with nuts. '" -i^. > ** 

'^ The pillars of suspension are Memel piles 9^ i^et 
apart. They are united by a cross bemn, at th^ tpp^ 
over which the chains pass. The chains ara 1^ ^et 
apart at the approaches ; but only 4} at the middle, of 
the bridge, viz. the width of the roadway^ which. i^t^J 
jfeet wide throughout, so that the suspending jrQ4s;^# 
not quite vertical. The object of this- anwagefUoAt 
is to stiffen the bridge, but it must tendttp bidilg/a 
twisting strain on the points of suspension, ? and to 
keep the bridge in an unnatural^ posktiofo^/i The 
fwints of suspaision are S8 feet above thd UHela£>lbe 
iroad ; the deflectionr between TVth and^iM^h cd? tl^ispan. 
,The Jfoad is about ^1^ feet above low w«ter; and 16 
formed of two beams of deal ninning the^ whole lengtlh 
of the bridge, and framed togetlieiv Cross joists are 
laid on this frame. The side beam^i^ or Waiters, are 
tied t)o tli^>almtnfilients! by two'ohains of>3;(ihdhAdianieter 
frovn' tteir* tmdeiJ^diesi nTlie isrtays iare chiins 

of "}^ isicb diMi^6F,^'aiid go dowix into, the ground 

''-''■■' • * * See fetevetisbh'i Account. 



28 SMALL WiRE BKlDOfiS 

hfiff rllie^ gteatest trial, fei^ example/ vi4rieib(kheidihbet 
*^»brMge«t Montrose, about 500 feet itt extewij^ihas 
** been considered to withstand, is the passing of ^ 
" regiment of foot, marching in regular time/-* •>' • 
^' <* A troop of cavalry, on the contrary, does fnot 
'• produce corresponding effects, owing to the «irre- 
** gnlarstep of the horses. The same observation will 
'••'apply to a crowd of persons walking promiscuously^ 
f*' or "a drove of cattle, which counteracts the uAdtf- 
^^ lating and rocking motion observed on some oicoa- 
^ sioftfe at the bridge of Montrose, when infantry 
** haS' been passing along it. Hence, also, the' eflPects 
** df gifists of wind often and violently repeated,* which 
**'dei9troy the equilibrium of the parts of a bridge of 
" suspension ; and the importance of having the 
^«'Wholei*oadway and side-rails formed in the strongest 
^'possible manner.** 

^'48. In the Drybtirgh Bridge the links of the 
chaiifi^were fbitned at one end into'an eye by weldings 
SRiij other end of the bar was turned back upon itself, 
^iHdheld by* a damp or band of iron. In the broken 
^ain^ : only one or two links had given way at the 
jwelded joiiit; all the others had brbken at the other 
OT loose eye* « • ' 

r*fi The bridge; had cost in the beginning 500/. It 
:wlEtsh:ebmH jfor an additional ^0/., on the catenarian 
.aystfeniv'.with foanehaiiis. The roadway was stiffened 
l»y'a side parapet* Before this parapet was put up, 
idopng the repairs of the bridge, a gust of wind struck 
jDne^ end of the platform, and raised it up above the 
JeareLi^th^ road« . > 

roi'Animdulating motion was thereby produced, run- 
"OJii^'jall along. ;fehe^ bridge, and ^striking the btiher with 
k|erking tnotion ; but since the fixing oithe parapets, 
this vibration is diminished. To steady the bridge 
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fuifther^'Oibli<|iiie tiesf ave attached to the. bridge, "and 
tO'pi)e6;i(m the bank. This is said to answer itS( in* 
te]itMied<purpose» and to diminish the motion ^tCbe 
bridge in.high winds.* : >. 

.49^ The new Dryburgh Bridge (see fig. 8.) is 
supported by four main chains, two side by side. over 
each suspension pillar. ' The chains are made, of 
^ound iron rods, about If inches diameter, and about 
10 feet iong. The eyes at their ends are united by 
oval coupling links, about 9 inches long. The road^ 
way is suspended by vertical rods ^ inch • diameter^ 
|;he upper ends resting on the coupling links with^a 
£k>rt of cross-head, and the lower ends passing throu^ 
the side. bearers- of the roadway^ and being scsrc^wed 
up under jbhem with nuts. .„ ... ^ *4 

,'< The piUars of suspension are Memel piles 9i£set 
apart. They are united by a cross beam- at the )tpp^ 
over which the chains pass. The chains ara 1^ feet 
apart at the approaches ; but only 4^} at the middle, of 
the bridge, viz* the width of the roadway^ ivhich. i^^ 
;fee!t wide throughout, so that the sus^ndiogjrQdSf ^i? 
not quite vertical. > The object of this^ anwageiAeiit 
is» to stiffen the bridge, but it must tenditp bidnlg.a 
twisting strain on the points of suspension,'? and to 
keep 'the bridge in an unnatural pQgu6iota.^/i The 
fwints of suspaision are S8 feet above thd kvelt a£:-lke 
iroad-; the deflection between T^th and^i^th cd? tl^j span. 
.The jroad is about ; 1^ feet above low wrter ; and h 
formed of 1;wo beams of deal rduning the^ whole lengtik 
of the bridge, and framed togetlierw 'Qroisffi joists are 
laid on this frame. The side beam^i^i or hdaiters, are 
tied todstfd>almtnfilientsl byitwo^ohains ofiiibdhiLdiameter 
iwrn- tteir • tmden^idlesi • > (The i ba^k ^ays iare chiihs 
of>} in^rk diime/tBP^^' md go dowkx int(» the ground 

*-*' ' ^ ' * See fetevetisbrt'i^ Account, 
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through a mass of masonry under which they are 
fastened. 

50. In 1820, Mr. Stevenson of Edinburgh pub- 
lished, in his Account of Suspension Bridges, cited ante, 
a design for a bridge, intended originally to cross the 
river Almond, between Edinburgh and Queensferry. 

Its chief peculiarity was the mode of attaching the 
ends of the main chains, by means of which he dis- 
pensed with the use of high suspension towers. He 
proposed to pass the chains round abutments or masses 
of masonry, built on the banks, the chains lying in a 
tunnel running round three sides of each abutment, 
to which a cross tunnel or gallery was to be built to 
give access to them. The chains were fastened at the 
face or river side of each abutment (see fig. 9.)> ^^^ *^^ 
ends of the chains were to be made for this purpose 
with conical heads, and were to pass through a conical 
cast iron pipe laid in the masonry. 

The roadway was to be kid oil cast iron fmmes 
fixed up on the main chains. The span proposed 
was 150 feet. Mr. Stevenson, in his paper, attributes 
some advantages to this construction, but deems it 
unadvisable for a span beyond 200 feet.* 

51. This plan appears certainly unadvisable for a 
Imdge of large dimensions. There may be situations 
where, in the erection of a small bridge, the expense 
of towers or suspension piers may be saved by it, and 
it may be more convenient ; but for a large bridge, 
the great length of the cast iron standards for the 

* A similar plan has been proposed lately by Mr. Armstrong, 
for a bridge of suspension at Clifton. And part of the roadway 
on the land side of the piers in the Hammersmith Bridge, is 
supported by cast iron frames, standing on the main chains. 
Also a small bridge has been erected on that plan in Scotland. 
(See post, Description of the Bridge at Doune.) 
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central part of the' opening, and the strength that 
they would require, to be sufficiently stiflP, would in- 
crease both the weight and the expense, without any 
corresponding advantage. There would be, besides, 
great difficulty in giving the frames for the road 
lateral stability, because they have no breadth of 
bearing to stand on, and their foundation is in itself 
unsteady, and liable to vibration. Hence any excess 
of weight on one side of the bridge, would act at the 
end of a long lever to pull over the roadway and the 
frames that supported it ; and it is probable that any 
great weight would really do so, unless firmness and 
stiffiiess were obtained by an injurious profusion of 
materials. In fact, a bridge of this construction must 
be made a great deal too heavy, in order to counter- 
act its natural defects. 

52. Wire suspension bridges are common on the 
Continent ; but as they are mostly on the catenarian 
plan, and have followed in order of dates the con- 
struction of chain bridges in this country, the account 
of them will be deferred to another section. 

53. Introduction of Bar Chains. 

The plan proposed for the first large bridge in 
this country (viz. the Runcorn Bridge) was, as we 
have seen in art. @4., to suspend the platform from 
iron cables made of small bars welded together at 
their ends, and bound up together, so as to form a 
long flexible bar or cable. That plan has never 
come into operation, and the system univejsally 
adopted in practice, is to make the chains of straight 
wrought iron rods or bars, from 5 feet to 15 feet 
long, with either welded eyes, or holes drilled out at 
their, ends, bjr which they are connected together in 
pairs by short links and bolt pins. 
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This system of making the main chains was intixv 
duced by Captain Samuel Brown, R. N., who c(m- 
structed a model of a suspension bridge made thus of 
straight bars in 1813. It was 105 feet span, and the. 
whole of the iron work weighed 37 cwt. It bore 
loaded carts and other carriages.* 

54. Captain Brown took a patent in 1817 for his 
invention, t In his specification he states his object 
to be to substitute for the use of common link chains 
or wires, (in constructing suspension bridges,) straight 
bars, round or flat, having their ends united by 
coupling plates and bolt pins, or by welding (or by 
some other methods which he describes), so that a 
number of these straight bars united will form one 
long chain. 

The reasons given by Captain Brown for preferring 
this mode of making the main chains of a suspension 
bridge, to making them of links like chain cables, or 
of small wires, is this : That link chains are weaker in 
proportion to their weight than bars, a portion of the 
strength qf the irqn being lost in bending it into thi3 
form of a link (see antej experiments on link chains, 
art. 33.) ; and small wires are inexpedient for large 
bridgesy on acqount of the number of parts and com- 
plication of joinings required, and also on account of 
the great surface they expose to damp, and their con- 
sequent liability to destruction. 

• Mr. Rennie, in his evidence before the Committee of the 
House of Commons, on the Menai Bridge, April, 1819, speaks 
of this model, erected at Capt. Brown's manufactory in Lon- 
don, and says that he had a carriage driven over it several 
times, and perceived very little vibration. 

it Oapt. Brown's specification is enrolled at the Petty Bag Of- 
fice, jChancery i^uie. Patent dated 10th July^ 1817. Spe<^- 
cation enrolled 9th January, 1818. , 
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55. Captain Brown gives, in the specification of 
his patent, a very complete design for a suspension 
bridge with chains made of straight bars. 

The span 1000 feet ; the greatest deflection of 
the chains 40 feet, or izVth of the chord line ; the 
platform 30 feet wide, with a carriage way at ea^h 
side 12 feet broad, and a central footpath 6 feet 
broad. 

There were to be eight double lines of chains, oi 
sixteen chains in all, each consisting of a series of hsM 
about 14 feet long and 6 inches broad by 2 inches 
thick. The total section of the main chains, there- 
fore, would be (16x12=:) 192 square inches. 

The bars to be of the form shown in fig.lO. plate 1., 
with holes punched out at their ends, leaving rather 
more metal round the ends than in the middle of the 
bar, and to be connected by coupling plates and 
bolt pins, shown also in fig. 10. The coupling plates 
and bars to be bound round by a hoop over each end 
of the coupling plate. (See the lower figure in 
fig. 10., which represents two of the bars connected.) 

TTie platform to be laid on longitudinal chains, OT 
iron bearers, suspended by vertical rods from the 
main chains. These longitudinal bearers to be formed 
of bars about 7 fo^ ^o^g> coupled like the main 
chains, but only of proportionate strength to bear 
the weight of the roadway. On them to be laid cross 
joists of wood in pairs, each joist about 12 inches 
deep by 3 inches wide, leaving a little space betwe^ 
them, through which the vertical suspending rods 
descend to lay hold of the longitudinal roadway 
bearers. On the cross joists a course of 3 inch 
pfamking to be laid, spiked down to them, and in^ 
gtHueds to be fastened to it at the sides of the carriage 
road. 

D 
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The platform to rise upwards in a curve, which j 
Captain Brown directs to be at the rate of about 23 % 
feet In the middle for 1000 feet of span. 

The supension piers to be massive arehes of stone ; 
the back stays are carried over them, and thence to 
the abutments, in cast-iron pipes laid in the masonry } 
and are thence directed to be carried down some 
depth into the ground through a solid mass (tf i 
masonry, if the shores do not oflfer solid rock for the 
abutments. The ends of the chains to be held by 
strong fastening bolts put through them outside of 
large cast-iron plates, bearing against the masonry of 
the abutments. 

Captain Brown states, in his specification, that he 
had made experiments on which he had founded 
designs and calculations for suspension bridges exactly 
on the above plan as early as 1808, and that he made 
the model mentioned ante, art. 53. in 1813. 

56. It is, indeed, sufficiently evident from the | 
tenor of the directions given in his specification for 
constructing a suspension bridge, that they must have 
been the result of much thought and experiment ; 
for if his design be compared with the bridges since 
erected (of which descriptions will be given in the 
subsequent parts of this work), It will be found that 
they are all made upon the same system of putting 
the chains together, and do not offer any striking 
difference in proportions, except in the deflection, 
which is now hardly ever made less than T^th of the 
chord line. 

57. Figures 11, 12, 13. and 15. are sketches of 
the several plans proposed by Captain Brown in his 
specification for coupling the Hnks of his bar chains. 

In figure 11. the chains are proposed to be made 
of round rods; each end of the rod is swelled out 
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into a cone, and is received in a cast iron socket 
made in two halves. (See fig. 11.) When the two 
halves of the conical socket are put together over the 
conical ends of the rods, they are bound round with 
hoops, and make thus a firm joint. Captain Brown 
states this to be the method of fastening that he had 
adopted for proving bars by a longitudinal strain, in a 
proving machine, and that they never gave way at 
the joints. 

In fig. IS. the chains are proposed to be made of 
round iron, with welded eyes at the ends ; and the 
coupling links are also of round iron welded into the 
shape of a link, to receive cross pins. 

In fig. 13., 16 small bars, each | inch square, 
are proposed to be laid together to form a chain. 
Every bar to have a jagged scarf, or teeth upon it at 
some part of its length, by which means the bars catch 
against each other, and are prevented from drawing 
away endwise. And the whole system of bars to be 
bound round by hoops at proper distances, taking 
care that the jagged scarfs be arranged at break joint, 
so that there shall never be more than one joining 
between the same pair of hoops. 

Fig. 15. shows a plan for taking out a damaged 
link from a chain. 

A pair of half links aa^ long enough to enclose 
three entire links cedj are placed outside of the chain. 
The ends of the half links a a, catching against the 
ends of the coupling plates i, and being held together 
by a hoop jammed on at each end ; they form thus a 
long link, connecting the two outer links, without 
dependifig ,upon the intermediate three links cedi 
and thejniddle pne(0) can be taken out to replace 
io;r repaid, it^ by w^^drawing its bolt pins through the 
>pi^iftf,^A.;in^ieix^.link((?a)v,. ,, , . h. 

D 2 
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Uaff riaie^ greatest trial, ferexainpJe^viAfk^ttietiihbet 
*^«bi^Mge»t Montrose, about 500 feet itt extewii^ihas 
^ been considered to withstand, is the passing of a 
" regiment of foot, marching in regular time."* •> •• 
^' « A troop of cavalry, on the contrary^ does not 
«^ produce corresponding effects, owing to the «irre» 
** gnlarstep of the horses. The same observation will 
'•-apply to a crowd of persons walking promiscuously^ 
?• or a drove of cattle, which counteracts the uAdU- 
'•^■lating and rocking motion observed on someocoa- 
^ sioiis at the bridge of Montrose, when infantry 
** has been passing along it. Hence, also, the eflPects 
** of g«ist« of wind often and violently repeated, which 
^^♦deistroy the equilibrium of the parts of a bridge of 
** suspension ; and the importance of having the 
^«^v^holei*Oadway and side-rails formed in the strongest 
^^p'o&sible manner.** 

-' ' 48. In the Drybtirgh Bridge the links of the 
(t^haiM^lvere formed at one end inf o^an eye by welding* 
SRwj Othwiend of the bar was turned back upon itself, 
^ttldheld fey a damp or band of iton. In the broken 
^ain^ '«ttly one or two links had given way at the 
.welded joiiit^'al) the others had brbken at the other 
«jir loose, eye.' ' • ' 

^fi'The bi!idge; had cost in the beginning 500/. It 
wkts^rehuiH jfor an additional ^0/., on the catenarian 
.ay8|emi/.with foari chains. The roadway was stiffened 
l»y'a:8ide parapet. Before this parapet was put up, 
iSxfpaig the repdrs of the bridge, a gust of wind struck 
jDiiei::eiid of the platifbrm, and raised it up above the 
dearel (^ th^ road. ' ' 

loJolLniindulatiilg -motion was thereby prodjuoed, Irun- 
^niii^'jall alcm^ tthe^ bridge, and striking the other with 
k^eddng tnotion ^ but since the fixing ofihe parapets, 
this vibration is diminished. To steady the bridge 
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fuiftherp Qbli<|iie' ticiSfare aU:ached to the) bjidgfe, «nd 
to>pik8'i(m the bank. This is said to answ^ itsdn* 
ten^ef^ipurpose, and to diminish the motion ^ifbe 
bridge inhigh winds.* . >. 

2 '49- The new Dryburgh Bridge (see fig. 8.) is 
supported by four main chains, two side by side. over 
eadi suspension pillar. ' The chains are made, of 
^ound iron rods, about If inches diameter, and about 
10> feet long. The eyes at their ends are united by 
oval coiiipling links, about 9 inches long. The ifoad^ 
way is suspended by vertical rods ^ iiich?diameteis 
^he upper ends resrting on the coupling links with 'ft 
£lort of cro3&-head, and the lower ends passing through 
the side bearers' of the roadway^ and being scs^^wed 
up under jbhem with nuts* ,.,,,,>;> i^ 

.: The piUars of suspension are Memel piles 9i£set 
apart. They are united by a cross beaiUr at the^^ )tpp^ 
0ver which the chains pass. The chains ariei l$:^et 
apart at the approaches ; but only ^^at 4ilW'^ddtf^i^ 
the bridge, viz. the wid^h of the roadway^ wj^h. i^i^ 
;fe^ wide throughout, so that the suspendiD^.XQ4s;^^ 
not iquite vertical. • The object of thist azUrwgeiAeQt 
i» to. stiffen the bridge, but it must tend) tp bcbi^/a 
twisting strain on the points of suspension/^^oid to 
keep 'the bridge in an unnatural ^ poaitioh^/ 1 IThe 
ftoints of suspension are 28 feet above thd tev&lfof>1te 
toad ; the deflection between T^th and^h cd? tl^xspan. 
^The jrpad is about ; 1^ feet ab^e low wflRtcFy and lii 
formed of4:ito beams of deal rdnning the^ whole lengdi 
of the bridge, and framed toge&elij > (i>dkss joists are 
laid on this frame. The side beam^^ or fa^ai^rs, are 
tied toihjid>alMitmlesits'by^twotohaiii6of(l(^ 
frotti f iJmir • lnideii?irdtesi « » ^The t haik fertays lard chains 
of ^}' inph diimi^teF,i^anid go dowli into^jthe gromid 

^ '' ' * See fetevetisdh'i^ Accotint: • 
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pending rods are fastened alternately to each row^l 
of cliains ; viz. the first to the lowest chain ; the ' 
second to the chain next above ; and the third to the 
upper chain. Hence the weight of the bridge is 
borne equally by all the chains, or is distributed 
equally over their whole length. 

The main suspension pier on the Scotch side is a 
pillar of Aisler masonry. It is slightly pyramiddj* 
and is 60 feet high, about 36 feet broad, and 17j I 
feet thick at its medium dimensions, according t* I 
Mr. Stevenson. The arched opening through it is f 
12 feet wide, and I7 feet high. 

On the English side the suspension pier is built in 
an excavation of a rock of precipitous sandstone. 
Its height is about QO feet ; and it is of the same , 
shape as the upper part of the opposite pier. 

The chains pass through openings in the main pie** ^ 
on the Scotch side, one above the other, about 2 feet 
apart, and rest therein upon rollers laid in the ma- 
sonry. The links of the chains are made very short 
at that part, that they may lie on the rollers withoufsJ 
being bent. 

From the points of suspension the chains pass dovfn 
24 feet into the ground, and through large iron hold- 
ing plates, to which they are fastened by a strong 
oval bolt 3 inches by 3^. 

The holding plates are 6 feet by 5 feet ; S inches j 
thick in the middle, and 2i at the edges. They j 
are kept down by large mound stones, and other 
materials piled up to the level of the road. 

On the English side the chains lie also upon cast 
iron plates laid in the masonry. The extremities of 
the chains are fastened, as on the other side, to lai^e 
holding plates of the same dimensions ; but instead 
of being sunk deep in the ground, they are placed 
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terticdily rather above the level of the foundation of 
the pier, and they bear against a horizontal arch of' 
masonry dovetailed into the rock. 

60« The roadway (see fig. 6.| which is a section of 
the platform,) is of deal ; that part which is for the 
carriage road being covered with iron tracks. 

It is 387 feet long (see figs. 1. and 2.), and l6 
feet wide between the parapets. 

The carriage-way in the middle is 12 feet wide, 
and the footpath on each side 8 feet wide* 

The carriage-way is protected by cast iron guards, 
4i inches high, and is covered by iron straps, about 
f ths of an inch thick, placed lengthwise on lUce a raiU 
road, in the track of the wheels, and crosswise in the 
track of the horses' feet. 

The platform is borne by 2 iron side bars, or 
bearers, 3 inches deep by ^ths thick, extending jail 
the length of the bridge, and supported by the ver« 
tical suspension rods. 

On the side bearers are laid cross joists, 15 inches 
deep by 7 inches ; and over these a course of 9 is^cjx 
deal planking is laid, lengthwise, for the roadway. 

The platform is curved a little upwards (viz. 
about 2 fe^ in the centre) from the horizontal line. 

The vertical suspending rods are round iron, 1 
inch in diameter. At the upper ends they spread 
out into a dovetail, which is wedged in a hole in a 
cast iron cap, or saddle, so that the suspending rod 
cannot draw out of it. (See fig. 6.) 

The cast iron caps are of the form shown by 
%ures 4, and 5. They rest upon the chains at |;he 
couplltigs, bearing ott the ends of each pair of long 
Imb), and on. t^e coupling bolts. The ends of the 
C»Pf»f?v^ip ^jiese. feplts a little, and tiie m^ 
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part of the cap descends between the ends of the I 
long links, and keeps them apart. 

The lower ends of the siispeiidiug rods are a little I 
larger than the upper ends, and spread out into the J 
shape of a fork, which clasps the iron side bar, amt J 
they are held by keys and keepers underneath. (Se04 
fig. 6.) 

The vertical suspending rods are 5 feet apart. 

The 12 main chains, with the parts belonging to 
them, weigh about 5 tons each ; and the whole 
weight suspended is estimated at 100 tons. 

The parapets are 5 feet high ; they are formed by 1 
several rows of horizontal rods, 1 inch diameter, 
which connect the vertical suspending rods together, 
and are fastened also to other vertical standards, 
placed one between each pair of vertical suspending 
rods. 

The upper and lower rows of horizontal rods are 
flat iron, 1| by i thick; the suspending rods pass 
through holes in the horizontal tie rods, and the 
latter pass through openings in the vertical standards 
between the suspending rods. Hence the suspending 
rods are tied to the parapet. 

6l. The Union Bridge was exposed to a severe trial 
at its very opening, but was not at all injured by it. 
The crowd of spectators broke through the toll-gates, 
and Blled the bridge to the number, it is stated, of 
700 people. Reckoning each person at I50lbs. 
weight, the whole was 47 tons : add 100 tons (the 
weight of the bridge), the whole weight supported by 
the chains was 147 tons. 

The deflection of the chains is W^jV-Tisth, and 
the tension at the points of suspension for that de- 
flection is 1'923 times the weight suspended, or 
147x1-923 =282Mons. 
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The chains contain 37*68 square inches of iron, of 
which the ultimate strength is 37-68 x 27 = 1017 
tons ; and taking 9 tons per square inch as the load 
that iron will bear without any stretching, we have 
37-68 X 9 = 339-13 tons for the strain that the 
Union Bridge may bear constantly without injury. 

Mr. Stevenson calculates its strength by an expe- 
riment made at Messrs. Brunton's cable manufactory, 
London, in which the ultimate strength of a bar of 
iron about 2 inches diameter was found to be 9^ tons; 
whence the ultimate strength of the 12 bars of the 
Union Bridge is (12 x 92) = 1104 tons. 
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DESCRIPTION OF THE TRINITY fiUSPENSlON PIER AT NEW-- j 
HAVEN, IN THE FBITH OP FOKTH, BUJLT IIY CAPTAlrf I 
8. BROWN, R. N. 

(Figures 7. to 12. Plate 11.) 

62. The Newhaven suspension pier was under- 
taken in 1821, at the expense of the proprietors of 
the steam vessels employed in the Frith of Forth, 
and of several gentlemen forming the Trinity Pier 
Company. 

The great increase of intercourse with the Scotch 1 
coast, brought about by the introduction of steam 
boats within a few years after the close of th«i 
continental war, had made it an object with thet 
proprietors to increase the facility of landing and 
embarking ; and not being able to enter into a 
satisfactory arrangement with the proprietors of the 
Newhaven stone pier, it was proposed by Lieutenantj 
Criehton, R. N., one of the chief agents of the 
London and Edinburgh Steam Navigation Company^' 
to erect a new pier. This was decided upon, and: 
the execution was intrusted, by the speculators, tO' 
Captain Brown, who began to drive piles for the 
main piers in March 1821, and completed that part 
of the work in July of the same year. The following 
account of this work is taken from a paper, by Cap- 
tain Brown, printed in the Edinburgh Philosophical 
Journal, No. XI., and from Monsieur Navier's M&f. 
moire sur tes Fonts Suspendus. , ,.i 

The extreme length of the pier, from bigh-w&tetr 
mark to the end of the pier, is 7OO feet, i its width 
4 feet. It is in three divisions, each of 209 feet 
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span, and 14 feet deflection, without any intermediate 
support ; height above high water 10 feet. The pier 
head is 60 feet wide by 50 feet long, supported by 
46 piles, driven about 8 feet into stiff blue clay. 
The heads of the piles are tied together by beams at 
right angles, and by diagonal trusses and warping, 
which form, at the same time, a secure framing for 
the deck, made of 2-inch plank. 

The frcmt of the pier faces the N. E., and is 
exposed to the whole range of the sea from the 
entrance of the Forth. It has also to sustain the 
drag of the bridge, and therefore it is strongly 
sustained, and backed by diagonal shores drivai in 
opposite directions. 

The intermediate piers are only subject to pressare 
from the weight of their respective divisions, and are 
greatly sheltered from the swell by the outer pier. 
Their area, therefore, is merely sufficient to form a 
secure framing for the cast-iron standards, etter 
which the main chamB or suspending bars are sup* 
ported. 

The Ismd {ner k a stone piliar of solid nia^Miry, 
6 feet square and SO feet high. The nidn bars^ plUNf 
over the top of this pier. The back stays fi>nifi'a)l 
angle of 45^ to the horizontal chord line; Their 
extremities are sunk about 10 feet below the surfaee 
of the ground, and are secured in hard clay by east 
iron plates, on the principle of the mushroom ttnehbn 
The outer hack stays are carried at dte sam^'lEU^e 
over the standard of the pier head^ ahd arti m^oteA 
intd a tider, wfaidhi' ii^ locked ^tb the pile», and'thieiM^ 
riders are backed by fEtpufsbdl^s tb resist the drd^ of 

itmnd t6ds^ 'alkmi? lOtMfhxtgf'ii tUdn 'diai^^rf 
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being of different dimensions, in order to have strong 
bolts at the points of suspension where the strain is 
greatest, and to diminish the strength of the bolts to- 
wards the centre, where the strain is least ; but it was 
not attempted to make the links throughout exactly 
proportional to the strain they would have to bear. 
The links, or long eye-bolts, are united by coupling 
links and bolt-pins of proportionate strength. The 
road is borne, as in the Union Bridge, by two long 
iron side bars, or roadway bearers, which are 3 inches 
deep by thick ; their extremities overlap each 
other, and are bolted together. They are supported 
by vertical suspending rods which pass up between 
the coupling links at the joints of the main chains, 
and are held by a cross key (see figs. 11. and 12.) ; 
and the cross beams or joists for the road are laii 
upon the side bearers, and covered with 2-inc] 
planking. On each side is a wrought iron parapet 
about 4i feet liigh ; and the vertical suspending rods 
form the standards for the horizontal rails of the 
parapet. (See fig. 10.) 

63. Captain Brown had found, by many exi 
periments, that a round rod 1 f diameter, broke wittr 
147,000 lbs., or 65-6 tons, and that it began to 
stretch with iths of that strain. He therefore proved 
each of the main chains of the Newhaven Pier with a 
strain of 88,200 lbs. =; 39-3 tons; that is, l6i tons 
per square inch for the 1^ links, and 14 tons per 
square inch for the 1^ links : the main chains con- 
taining 5-52 square inches of iron at their strongest 
part, and 4-86 square inches at their weakest part. 

" The pier," says Captain Brown, " has borne, 
" since its erection, a load of 21 tons, besides the 
" usual weight of persons passing over it, a loadii 
" probably, greater than it will have to bear." 'i 
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T^he cast-iron standards that carry the maia chains 
cpnsi)^ of two triangular frames (see figs. 8. ^:id 9«)» 
each cast in one piece* The section of the ribs of the 
fcajGQ?^ is a Ty &i^d they are tied together in the di* 
rection of the length of the road by diagonal braces 
bolted to the broad edges of the T. (See fig. 8.) 
. The main chains lie in cast-iron saddles, or sockets^ 
placed on the tops of the suspension standards* (See 
fig. 9*) The roadway is braced by inclined tied 

(see fig. 7*)' ^^d^ o^ ^y^ l>olts 1 ^ch diameter, 
and about 13 feet long, connected by coupling 
links. . >.: 

The upper ends of these ties pass through wrought 
iron ears bolted to the main standards, and are held 
to them by tightening nuts ; and the lower ends of 
the ties lay hold, of the platform. There is also a set 
of inclined ties under the bridge fastened to :tli|e; 

jhIcs. (Seefig«70* ''j; ; 

The suspension frames stand on blocks of wood^ 
and are bolted through them to the piles. 

N. B. In Monsieur Navier*s drawings^ from whick the figures, 
of the Newhaven Pier are taken, the points of smpeosioB are 
about 16| feet only above the road, and the chains- ma ^j^i^i|^^ 
3f feet of the road in the middle of each opening. Ine deiflec-, 
tion is dnly 12J feet ; the road, therefore, rises vfery little* to tie' 
middle. These ttieasUres do not agree with ^dse^ i^ta(tied'4y^ 
Captain Brown in his own account. .i} la .rf'^r/; 

The Newhaven Pier is a very light constnidtidi/^Mdi 
vibmtes sensibly with the passage of ^ tlti^i^piftsoA: ^ 
It has^ howev^t stood more than tto yea^fi^ duiiBlg' 
which it has weathered some seveire gales, withbitt 
showing atay signs of failure. * ' ; ■ .n..r 

* The upper ties are not mentioned by Capt. Brown, but werci 
pHi' up tjeiore 1821. The lower ties were not put in when 
Mb*«iNftvie*'e3teliftitieaih^lpferj5tt^l^^ iM hii^ tfeert^plrt in ' 
since. 'Ani'l nr ^y/nd iliw ti anri* fUii'nv, /•(i*.rl:>j«i » 
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64. Tlie Menai Strait runs nearly S.W. and N-ETl 
between the Island of Anglesea and the opposite coast 
of Carnarvon. 

The connection between the two shores was kept 
up before the erection of the bridge by six ferries, 
the most important of which was that about a mile 
north of the Swellies, called Bangor Ferry, from its 
proximity to the city of Bangor. • 

The idea of establishing a permanent roadway, in- ^^_ 
stead of the feny, was entertained as early as 17S5^^^^H 
and various schemes were proposed for its accom^^^^f 
plishment. None were, however, pursued seriously 
until after the union of Ireland with England. Then, 
by reason of the increased and increasing intercourse 
between the two countries, the inconvenience of the ■ 
ferry became more felt ; and in consequence Mr. J 
Rennie was directed by government in 1801 to sur-i 
vey the Menai Strait, and propose a plan and estimated 
for a bridge. ■ 

Q5. Mr, Rennie prepared four designs, two for 
crossing at the Swellies, and two for crossing at 
Ynys y Moch, or Pig's Island. (See the Map, fig. 1., 
Plate III.) 

The first design for Ynys y Moch, consisted of a 
central cast iron arch, 4-50 feet span, and 150 feet in 
height from high water to the under side of the 
arch, to communicate veith the shores on either side 
by a series of gradually diminishing stone arches. 
The estimate was 259,140/. 
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• The Swellia are rocks ir 
miles S. W, of Bangor Ferry. 



the Strait, extending about twoj 
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The second was a central cast iron arch the same 
as the first, with two other iron side arches, each 180 
feet span, to be connected also with the shores by 
ftoiie arches* £8timate» 262,500/. 

For crossing at the Swellies, the first design was a 
central cast-iron arch, 350 feet span, with the crown 
of the arch 150 feet above high water ; a stone arch 
on each side 100 feet span, and two other cast-iron 
arches of SOO feet span at the ends of the stone ones. 
Estimate, 265,812/. 

The second, three cast-iron arches, each 350 feet 
span, and 150 feet in height from high water. Esti- 
mate, 290,417/, 

While these designs were under consideration, op. 
position to the erection of a bridge arose from parties 
interested, and from that and pecuniary consider- 
ations, the plan was suspended until 1810, when a 
Parliamentary Committee was appointed to examine 
into the state of the road from Shrewsbury and Ches- 
ter to Holyhead. 

Mr. Rennie's designs were then again brought under 
consideration, and evidence was taken from nautical 
men as to the e£Pect of a bridge upon the navigation. 

The evidence was, as might have been expected, 
exceedingly contradictory, some saying that a bridge 
would destroy the navigation, others that it would do 
np harm whatever. The result, however, of the 
investigation, was a report to Parliament by the 
Committee, that in their opinion no injury could be 
done to the navigation of the Menai Straits by the 
construction of the proposed bridge at the Swellies, 
and that such a bridge was expedient, and ought to 
be immediately constructed.* They recommended 

♦ See Second Report of the Committee on the Hdlylieacl 
Road and Harbour, 1810. 



r 



48 



PROPOSALS FOit A DIllDGE 



Mr. Rennie's design Bientioned above with three cast>l 
iron arches over the Swellies. (Figures 2. and 3. art 
an elevation and plan of it.) 

66. In consequence of this report, the Lords i 
the Treasury directed Mr. Telford to survey the 
Holyhead road, and to consider the best mode of 
passing the Menai Strait. This was done, and in 
Mr. Telford's report to the Lords of the Treasury, 
(April, 1811,) he proposed a cast-iron bridge of one 
arch, 500 feet span, 100 feet clear in height at high.| 
spring tides, and 40 feet broad. (See fig. 4.) £sd-J 
mate, lg7,33U. 

It being nearly impracticable to construct the cen- 
tering of the arch from below, on account of the nature 
of the bottom of the channel, and the great rise and 
rapidity of the tides, Mr. Telford proposed to suft^J 
pend the centering from above. (See fig. 5.) 

Mr. Telford gives the following description of this 
mode of constructing the centering. (See his Re- 
port in the Appendix to the Report of the Committee 
on Holyhead Roads, 1811. P. 87.) " 

" I propose, in the first place, to build the masonn 
" of the abutments as far back as A. (See fig. . 
Plate III.) 

" Having carried up the masonry to the level of I 
" the roadway, I propose, upon the top of each 
" abutment, to construct as many frames as there are 
" to be ribs in the centres, and of at least an equal 
" breadth with the top of each rib. These frames 
" to bo about fifty feet high above the top of the 
" masonry, and to be rendered perfectly finn and 

• The design for this bridge was very bold, and the plan pro- 
posed for auepending the centering was ingenious, and possibly I 
paved the way for the adoption of the plan ultimately tixcd ujion 1 
of constructing ii suspension bridge over the Mcnai Siraiiii. 
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" secure. That this can be done, is so evident, I 
" avoid entering into details respecting the mode. 
These frames are for the purpose of receiving 
strong blocks, or rollers and chains, and to be 
" acted upon by windlasses or other powers. 

" I next proceed to construct the centering itself: 
f' it is proposed to be made of deal baulk, and to 
** consist of four separate ribs, each rib consisting of 
" a continuation of timber frames, five feet in width 
*< across the top and bottom, and varying in depth 
^* from 25 feet, near the abutment, to 7 feet 6 
" inches at .the middle or crown. Next to the face 
" of the abutment, one set of frames about 50 feet in 
'^ length can, by means of temporary scaffolding and 
^^ iron chain bars, be readily constructed and fixed 
<^ upon the masonry offsets of the abutment, and to 
<^ horizontal iron ties laid into the masonry for this 
" purpose. A set of these frames (four in number) 
^* having been fixed against the face of each abut- 
ment, they are to be secured together by cross and 
diagonal braces ; and there being spaces of only 6 
** feet 8 inches left between the ribs (of which these 
" frames are the commencement), they are to be eo- 
" vered with planking, and the whole converted into 
" a platform 50 feet by 40. By the nature of the 
" framing, and from its being secured by horizontal 
** and suspending bars, I presume every person accus* 
<< tomed to practical operations will admit that these 
" platforms may be rendered perfectly firm and 

•5 secure.: 

" The second portion of the centering frames 
** having been previously prepared and fitted together 
" in the carpenter's yard, are brought in separate 
•* pieces, through passages purposely left open in the 

'" ■' . E 
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" masonry, to the before-mentioned platform j they'l 
"are here put together, and each frame raised by^ 
" the suspending chain bars and other means, so that 
" the end which is to be joined to the frame already 
" fixed shall rest upon a small moveable carriage : it 
" is then to be pushed forward, perhaps upon an iron 
" raib'Oad, until the strong iron forks which are fixed 
" upon its edge shall fall upon a round iron bwrJ 
" which forms the outer edge of the first or abutmenfrv 
" frames : wlien this has been done, strong iron bolta 
" are put through eyes in the forks, and the afore-l 
" said second portion of framework is suffered to l 
" descend to its intended position by means of the 
'* suspending chain bars^ until it closes with the end 
** of the previously fixed frame like a rule joint. Ad- 
" mitting the first frames were iirmly fixed, and that 
" the hinge part of this joint is sufficiently strong, 
" and the joint Itself about 20 feet deep, I conceive 
" that even without the aid of the suspending bars, 
" this second portion of the centering would be 
" supported ; but we will for a moment suppose that 
" it is to be wholly suspended — It is known by ex- 
" periments, that a bar of good malleable iron, one 
" inch square, will suspend 80,000 lbs., and that the i 
" powers of suspension are as the sections ; conse^ 1 
" quently a bar of 1^ inch square will suspend 
" 180,000 lbs. ; but the whole weight of this portion 
" of rib, including the weight of the suspending bar, 
"is only about 30,000 lbs., or one-sixth of the 
" weight that might be safely suspended j and as I 
" propose two suspending chain bars to each portion 
" of rib, if they had the whole to support they would 
" only be exerting about I'ath of their power ; and 
" considering the proportion of the weight which 
" rests upon the abutments, they are equal j 



€€ 



THE MENAI BRIDGE. 51 

" support all the ironwork of the bridge, and be 
** still far within their power. 

" Having thus provided for the second portions of 
" the centering a degree of security far beyond what 
<* can be required, similar operations are carried on 
<< from each abutment until the parts are joined in 
<' the middle and form a complete centering ; and 
being then braced together, and covered with 
planking where necessary, they become one general 
" platform or wooden bridge on which to lay the 
" ironwork.** 

67. The Parliamentary Committee having heard 
further evidence as to the eflPect of a bridge over the 
Menai upon the navigation, and more particularly as 
to the eflFect of Mr. Telford's plan, made their report 
in May, 1811, in which they recommended in the 
strongest manner to the House the adoption of such 
measures as might give to the public the benefit of 
the proposed plan. * 

This recommendation was not, however, then 
acted upon, and the design lay dormant until 1818. 

In the meanwhile the Runcorn Bridge had been 
proposed by Mr. Telford, and Captain Brown had 
constructed the model of a suspension bridge men- 
tioned in art. 53. Also some small wire bridges 
had been constructed. 

The public attention had thus been drawn to sus- 
pension bridges ; and the improvements of the Holy- 
head road being in active progress (in pursuance of 
an act passed in 1815) under the direction of Mr. 
Telford, he was ordered in 1818 by government to 
give his opinion whether a suspension bridge was 
practicable over the Menai Straits, and if he consi- 
dered it so, to prepare a design. 

• See Report, 1811. 
E 2 
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68. Mr. Telford accordingly again surveyed the 1 
localities, and proposed a suspension bridge at Ynys y J 
Moch. (See fig. 6.) The distance between the sup- 
porting pyramids to be 560 feet ; the height of the ' 
pyramids 50 feet above the roadway; the height of 
the roadway above the top of spring tide 100 feet. 
The deflection or versed sine of the arch was to be 
37 feet, or iVth of the chord line. The breadth 
of the bridge to be about 30 feet, having two car- 
riage ways of 19 feet each, and a footpath of 4 feet 
between them. The main chains were to be 16 in 
number, each composed of S6 bars of half-inch square 
Iron, and made up with segments to a cable nearly 

4 inches diameter, In the way proposed for the Run- 
corn Bridge. * Each bar was to be welded together 
for the whole length of the chain, and to be further 
secured by bucklings. The whole was then to be 
bound round by small iron wire, and coated with 
some substance to preserve it from the action of the 1 
atmosphere. 

The whole section of the chains was 192 square | 
inches. 

The weight of the cables was rated at 342 tons j j 
and the whole weight of the bridge, roadway and I 
chains, was rated 489 tons ; and add 300 tons for I 
load, that would make in all 789 tons, t 

69. Mr. Telford had found by experiment that 
with a chord line of 560 feet, and a deflection of 37 
feet, or of Vith, a bar of good iron 1 inch square would 
bear besides Its own weight 101 tons, and half that 
before it began to stretch. Hence, with a section of 
192 square inches, this bridge would bear without , 

• See antd, art. 24. 

+ See Mr. Telford's Report, April 1819; Third Report of the | 
Committee on Holyhead Roads, 1819. 
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injury (192x5i=) 1008 tons, or a surplus of 519 
tons above the real weight of the suspended part ; 
and there would have been required a further weight 
of 1008 tons to break it down. 

This was the original outline of the design for the 
Menai Bridge ; which was departed from in many 
points, but adhered to in its general features, as we 
shall see further. 

Evidence was taken upon it by the Committee, at 
considerable length, as to the practicability of Mr. 
Telford's design ; and the opinions of engineers being 
favourable, a report was made, in consequence of 
which 20,000/. were voted by Parliament to enable 
the Commissioners to commence operations. Mr. 
Telford was accordingly directed to take measures 
for commencing the work, which he did in July, 1818. 

70. The opposition of parties interested was not 
however at an end ; and, consequently, although the 
preparatory operations were not suspended, the build- 
ing of the bridge was delayed until the Committee, 
having furnished themselves with adequate inform- 
ation, should have obtained an act to confirm and 
enlarge their powers. 

This act was brought into the House in 1819) and 
the evidence gone into having been such as to satisfy 
the Committee of the advantage of the bridge, they 
made their report accordingly; and an act was at 
length passed, in July, 1819, giving propei powers 
for carrying on the erection of the bridge. 
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DESCRIPTION OF THE MENAI BRIDGE, DESIGNED AND 
ERECTED BY THOMAS TELFORD, ESQ. : COMMENCED 
AUGUST, 1819; OPENED JANUARY, 1826. 

(Plate IV.) 

71. The distance apart of the centres of jpeeu inchei. 

the summits of the main pyramids is - 579 lOi 
The deflection of the chains in the middle 43 
The clear height of the roadway above 

high water - - - 102 

Breadth of the platform - - 28 

It is divided into two carriage-ways, one on each 
side of the bridge, 12 feet wide, and a central foot- 
path, 4 feet wide. 

72. Main piers. — The piers of suspension are py- 
ramids, built of grey marble from the Penmon quar- 
ries, near Beaumaris, in the island of Anglesey. The 
Anglesey main pier stands on the rock called Ynys 
y Moch^ (see the Map, fig. 1. Plate III.) which was 
levelled by blasting to form a foundation, and rises to 
about the level of high water. 

On the Carnarvon side, the foundation of the pier 
is sunk 7 feet below the surface of the beach, and is 
also firm rock. 

The main piers are 100 feet high, from the level of 
high water line up to the level of the roadway, and 
their summits are 53 feet above the roadway. 

The shape of the piers below the roadway is octa- 
gonal \ their extreme breadth at the base 70 feet, and 
at the summit 45 feet. Their thickness at the base 
is 50 feet, at the level of the roadway 29 feet, and at 
the summit 1 1 feet. They are not built solid all the 
way up, but in each four hollow squares, about 9i 
feet square, were left, commencing above high water 
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mark, and running up to within about 4 feet of 
the level of the roadway. 

Through each main pier two arched openings are 
formed for the passage of carriages, 9 feet wide, and 
15 feet high to the springing of the arches, the wall 
between them being a little more than 6 feet thick. 

The masonry above the openings is tied together 
by iron dowels 1 inch diameter and 12 inches long, 
put through holes drilled through each stone of every 
course. And to prevent the walls of the arches for 
the carriage roads being pressed out by the weight 
of the superincumbent part of the pyramid, six 
wrought iron tie-bolts, 4 inches wide by 2 inches 
thick, are laid in the masonry at the springing of 
the arches, with dovetail heads at each end, which 
are let into corresponding sockets in cast iron plates 
bedded in the masonry. 

The main piers are connected with the shores by a 
series of arches (see fig. 1.), viz., three on the Car- 
narvon side, and four on the Anglesey side. The 
height of each of the small piers, from high-Arater 
line to the springing of the arch, is 65 feet, and the 
span of each arch 52i feet. Like the main piers, 
they are not built solid all the way up, but a square 
chamber is left in each, filled up with rubble. 

73. Main chains. — The plan originally proposed 
had been the same as that for Runcorn Bridge^ viz. 
to make iron cables of small bars welded together 
and bound up in a bundle. * This, however, was 
laid aside, and the chains were ultimately made on 
the plan brought forward by Captain Brown, viz. of 
straight bars, united by coupling bolts, t 

t Vide an^f ait. 68. 

* The goodness of the system of combining small iron rods 
by welding them together, and thus forming them into cables, 

E 4 
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Fig. 2. shows one of the bars, and one of the 
coupling plates. 

The main chains are 16 in number, each contain- 
ing a series of links, composed of 5 wrought iron 
bars, 10 feet long, 3i inches broad, and 1 inch thick. 
(See fig. 2.) They are disposed, four chains one 
under the other, on each side of the central foot- 
path, and four at each outside of the platform. There 
are, therefore, in all, 80 bars in the main chains, and 
their united section is (80 x 3i= ) 260 square inches 
of iron. The bars are united by coupling plates 16 
inches long, and 8 inches broad by 1 inch thick (see 
fig. 2.), and screw bolts 3 inches diameter, each bolt 
weighing 56 lbs. 

It had been originally intended to pass the main 
cables over cast iron frames of a pyramidal form, 
erected on the main piers (see fig. 6. Plate III.), and 
thence down to another cast iron frame laid horizon- 
tally along the top of the masonry of the back arches. 



may be deemed rather doubtful, notwithstanding the high autho- 
rity of the engineers and scientific men who ^ave their opinion 
in its favour, before the Parliamentary Committee. ( Vide Third 
Report on Holyhead Road, April, 1819.) Cables made of small 
wires have been used with success, but then the wires are of the 
whole length of the csible. In making up a cable of bars welded 
together, the difficulty of turning and handling a bar of iron of 
500 feet, and upwards, in length, so as to make the joints sound, 
would be very great. 

The adoption of the plan of making the chains of a series of 
straight bars bolted together, by Mr. Telford and by all the 
engineers who have built suspension bridges, is at any rate a 
sufiicient authority for the student to prefer it, as the best 
known method for large constructions. It has, besides, a very 
certain advantage over the cable plan, by rendering the entire 
chain less liable to be deranged by the failure of any one par- 
ticular part, and by giving greater facility for repairing any injury. 
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and connected with their springers by means of per- 
pendicular rods, thereby embracing the whole mass 
of masonry and spandrels ; making in all a mass of 
about 12,000 tons (exclusive of the great pyramids) 
at each end of the bridge, to keep the ends of the 
main chains down. • 

This plan was laid aside. The main chains are car- 
ried through tunnels, cut through the solid rock of 
which the shores are composed, and the extreme ends 
are fastened by strong holding bolts, in chambers 
made at the ends of those tunnels. The chains are 
thus attached to the solid mass of rock of the shores, 
and must pull that away before they can get loose 
from their fastenings. The holding bolts are 9 feet 
long, and 6 inches diameter, and rest in sockets in 
cast iron plates 6 inches thick. 

There are in all 12 holding bolts at each end of 
the bridge, viz. 4 for the two middle sets of chains, 
and 4 for each of the outer ones. The length of 
each bolt, between its bearings against the rock, is 18 
inches. 

There are three tunnels for the chains, about five 
feet square, at each end of the bridge, viz. one for 
the two central sets of chains, and one for each of the 
outer ones. 

The bars of the chains in the tunnels are 7 feet 
6 inches long, with their connecting plates ; 4 inches 
broad by 1 ^ thick, and the coupling bolts are 4 inches 
diameter. They were made thus much stronger than 
the other bars, under the idea that in the tunnels they 
would be more exposed to oxidation, and less acces- 
sible for painting or varnishing them. 

The back stays are tied down, by vertical rods, 

• See Mr. Telford's Report, in the Third Report of the Com- 
mittee on the Holyhead RoadS; 1819, p. 335. 
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(see fig. 1.) to small cast iron plates laid in the ma- j 
sonry of the arches, between the main piers and th?J 
shores, to prevent their undulation. 

Thus the main chains are iix^ed quite fast, at theirs 
ends, into the rock, and held down also between the 
main pyramids and the shores. But over the pyra- 
mids they lie loosely upon cast iron saddles, which 
are themselves laid upon horizontal rollers or trucks, 
3 feet 8 inches long, and 8 inches diameter, that lie 
in grooves or channels foiined in a cast iron platform, 
fastened down upon the summit of each main pier. 
The saddles can thus move backwards and forwards a 
few inches in the direction of the length of the chain, 
and hence expansion and contraction of the chains 
produce no other effect than to move the saddles on 
which they lie, just as much as they lengthen or 
shorten, and to raise or depress the suspended road- 
way a little, instead of producing injurious strain on 
the materials. The rollers on which the saddles rest 
are kept equidistant, by their necks or projecting 
ends being received in brasses, held between wrought 
iron plates that are screwed together, so that no one 
roller can move alone ; but there is sufficient room 
in the grooves in which the rollers are placed, for i 
them all to move as much as 4i inches. 

The chains are tied together across the breadth of 
the bridge by transverse ties, which are cast iron tubes 
placed between each pair of chains, with wrought iron 
screw bolts 1^ inches diameter put through them, 
and passing through the chains. The bolts serve to 
draw the chains together by their nuts, and the cast 
iron tubes keep the chains a proper distance apart. 

There are 8 of these transverse ties in the length 
of the bridge, viz. 2 between the first and third lines j 
of chains, and 2 between the second and fourth. 
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The chains are further tied together by a diagonal 
wrought iron lacing, between each pair of transverse 
ties.* 

74. In the length of the chains there are 4 sets of 
adjustiiig links to every line of chains, viz. 2 in the 
opening between the piers, and 1 between each pier 
and the shore. The object was to give the means 
of adjusting the chuns to their proper length, in case 
there should be any inequality in the lengths of the 
bars. The following figure is a perspective view 




of one of the adjusting links, and fig. S. Plate IV. is a 
side view of it on a large scale. At one end of each 
of the bars a, a long hole is made instead of a round 
eye, and the corresponding end of the connecting 
plate h has also a long hole in it. The bar and 
connecting plate are connected by two semicircular 
pins, 1 and ^, one bearing against the ends of the bars 
a, and the other against the ends of the connecting 
plates 5, and the space between them is filled up with 
iron wedges, 3 3. If any one of these iron wedges is 
taken out, the ends of the bars a can be drawn 
amty a little irom the ends of the connecting plates i, 

* This mode of binding the chains together to stiffen thenii 
was adopted in consequence of the effect perceived oq the chains 
tiom the action of gusts of wind, while the bridge was still 
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and so the chain will be lengthened ; or by driving 
more wedges, the two semicircular pins, 1, 2, are se- 
parated more, and the chains shortened. The bars c 
are connected to the other ends of the connecting 
plates ft by screw bolts, like the other bars of the 
chain. The whole distance that each adjusting link 
can be lengthened is 9 inches j therefore the chains 
can be lengthened 19 inches between the pyramidvn 
and 9 . more between each pyramid and the shore 
that is, 38 inches in all. 

75. The roadway is laid upon wrought-iron cross- 
bars or roadway bearers, suspended from the ends of' 
the vertical suspending rods. The bearing bars are 
Si inches deep and i inch thick, placed 1 inch 
asunder, and the space between them is filled up with 
a piece of deal. They are trussed, with bent ties and 
struts underneath. The roadway consists of two 
thicknesses of fir plank, the lower one of 3 inches, the 
upper one of 2 inches, laid parallel with the length of 
the bridge, upon the iron cross bearers. The lower 
course is bolted to the wood that is riveted between 
the iron roadway bars, and is covered witli Borro- 
daile's patent felt, saturated with boiled tar ; the 
second course of planking is spiked through to the, 
lower course. 

In the middle of each carriage-way a third course 
of planking, 2 inches thick, is spiked through to the 
second, through an intermediate layer of feltmgj 
and an oak guard is bolted on each side of the car- 
riage-way through the two lower courses of planking. 

Also, to stiffen the roadway, an oak plank is bolted 
to the underside of it, between each of the cross 
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All the suspended ironwork of the bridge was j 
proved by actual strain in a proving machine before J 
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being put up, at the rate of 1 1 tons strain per square 
inch.* 

The plan of operations in putting up the chain- 
work was this : — 

76. The chains were first put together in the 
tunnels, working up from the fastenings to the mouths 
of the tunnels, by bringing down one link of each 
chain at a time, and bolting it to the one brought 
down before. Next the chains were put together 
from the mouths of the tunnels up to the main piers, 
upon a scaffolding erected on the masonry between 
the pier and the shore, with the proper inclination 
for the back stays. The chains were then continued 
over the Carnarvon pier, hanging down loose nearly 
to the level of high water. This was done by sus- 
pending a cradle large enough for two men to sit in, 
from a crane arm set up on the top of the pyramid. 
The cradle was suspended by tackle, so that the men 
could slack it down, or haul it up, to raise or lower 
themselves at pleasure. The links of the chain that 
were to be joined on to the ends of the chain hanging 
over the top of the pier, were brought successively 
along the road to the front, or seaface, of the pyramid, 
through the arched roadway opening. Thence the 
link was taken up by tackle from a pair of shears 
placed on the top of the pyramid, and lifted up to 
the height of the link it was to be fixed to, where the 
men in the cradle got hold of it, and brought the 
two links together, and put the coupling bolt through 
them. 

On the Anglesey side of the strait, the chains were 
carried just over their saddles on the top of the pier, 

* The construction of the proving machine was very nearly 
similar to that described in the note to art. 33. 
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and dieir ends were retamed by tadde made hgt to 
them, and descending thence to capstans on the shore. 
The remamhig piece or length of chain^ which was to 
unite the two ends of the chains brought up from 
each shore, was laid on a raft, 400 feet long, and 6 
feet wide, made of whole deal baulks bolted together. 
One end of that piece of chain was first &stened to 
the end that hung down to the water from the Car- 
narronpier, and then the raft was floated across to the 
Anglesey pier, and the loose end of the chain upon it 
was fastened to the tackle that hung down fit>m that 
pier. The tackle was then hauled up by the capstans 
fixed on the shore, and the chain raised gradually 
off the raft, until the end of it was brought in con- 
tact with the end of chain that hung over the top 
of the pier. The two loose ends were then bolted 
together, and the operation completed. The first 
chain of the Menai Bridge was thus raised and 
fixed on the 26th of May, 1825, in one hour and 
thirty-five minutes. The other 15 chains were 
successively got up in the same way at subsequent 
periods.* 

Previously to suspending the main chains, experi- 
ments were made by Mr. Rhodes to find the tension 
required to draw them up to the required curvature. 
They were tried with a chain made of some of the 
vertical suspending rods, 1 inch square, with a chord 
line of 570 feet, and deflections varying from 35 feet 
to 49 feet. He found the tension of the chain at 
43 feet deflection, viz. the intended deflection of the 
chains, = 6134 lbs. The weight of the chain was 

* For the dimensions and details of the machinery used in 
these operations, the author refers the reader to Mr. Provis's 
Account of the Menai Bridge. 
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3599 lbs. ; hence the tension vf as 1*7 times the weight 
suspended. 

77- The hoisting tackle consisted of two ropes, 
each leading from a capstan fixed on the shore be- 
tween 400 and 500 feet back from the pyramid. 
Each rope led up to the summit of the pyramid, and 
there passed over two pulleys 14 inches diameter, 
fixed in a strong frame placed on the top of the pyra- 
mid. Thence the rope passed through a block of 
four sheaves, made fast to the end of the piece of 
chain on the raft. Thence the rope led up again 
through a three-sheaved block at the top of the pyra- 
mid, lashed to one of the chains of the back stays, 
and, lastly, through a single-sheaved block made fast 
to the end link of the chain hanging over the summit 
of the pyramid, to which the end brought up from 
the raft was to be attached. The barrels of the 
capstans were 1 foot 8 inches diameter ; the axles 
about 4 inches diameter, worked by 8 spanners of 
10 feet radius, and manned by about 150 men for 
the two. 

78. The bridge was opened on the 30th of January, 
1826, viz. 6i years after its commencement ; and 
the several improvements and alterations that it was 
found advisable to make in order to stiffen the chains 
and roadway were completed during the summer of 
1826, since which the bridge has stood hitherto un- 
impaired, and in perfect security.* 

There is now no perceptible transverse vibration of 

* A detailed account of all the operations in the erection of 
the Menai Bridge, especially in raising the main chains, with 
accurate drawings of every machine and apparatus used in 
them, will be found in Mr. W. A. Provis's Account of the Menai 
Bridge. Folio. London, 1828. 



64 



DESCRIPTION OF 




the raadway. The vertical undulation before the ii 
ti'oductioii of the transverse ties, and diagonal lacii 
had been (according to Mr. Provis) about IS inches^ 
but since, it has not been observed to exceed 6 inchi 
The chains are scraped and painted once in three 
years'; and no part appears to have become deranged. 
The extent of longitudinal motion of the saddles on 
the pyramids by expansion and contraction of 
chains has been observed to the extent of 2 inchi 
which shows the expediency of Mr. Telford's conJ 
trivaucc for allowing play for them. 

79. The Menai Bridge is the largest, and hitherttf' 
the finest suspension bridge that has been erected. 
It has indeed been not unfrequently made the subject 
of praise, expressed in hinguage bordei'ing on exag- 
geration. Considering, however, the difficulties 
the situation, and the few data that existed for such' 
constructions at the time that Mr. Telford under- 
took it, it must be pronounced a specimen of great 
boldness of design, united with the utmost care and 
judgment in execution, and the student will improve^ 
both his knowledge and his taste by surveying It very 
attentively. 

80. The system of proceeding adopted by Mi 
Telford was that which is advisable for all great, and 
especially new, constructions. In the beginning 
nothing was fixed but the general outline of the plan, 
and this was not veiy essentially departed from after- 
wards. But all the details of execution, particularly 
of those parts on which there was very little previous 
experience, were left to be devised until the time 
arrived for their execution. Thus Mr. Telford waa, 
not shackled by the necessity of adhering to any 
complete settled plan, a slight departure from which, 
might produce some derangement that it would have 
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been impossible to foresee. He gained also the ad- 
vantage of longer thought, and of all the experience 
that he acquired as he advanced. And above all, he 
could keep his mind free ; and select from the ideas 
that occurred to himself or to his assistant engineers, 
without being biassed by any affection to preconcerted 
schemes. The result of this good system, combined 
with his great practical skill, has been the production 
of a work of art, undoubtedly, of the first order. 

81. The weight of the 16 main chains between the 
points of support, including connecting plates, 
screw pins, wedges, &c., is com- 
puted by Mr. Rhodes, 

Tlie transverse ties. 

The weight of the suspending 
rods and platform, viz. roadway 
bars, planking, side rails, iron 
work, &c. . - - 245 13 2 27 



Tons. 


cwt. 


qr. 


Ib«. 


394 


5 





16 


3 


16 


2 


20 



Making the total suspended weight 643 15 2 7 



Whence the tension on the iron at each point of sus- 
pension, by the weight of the bridge itself, is, according 
to Mr. Rhodes's experiment (see end of art. 76.), 
1-7 times 643 . 15 . 2 . 7 = 1094-42 tons- 

Tlie entire section of the 80 bars is (80 x 3*25 =) 
260 square inches, which would bear without break- 
ing (260 X 27=) 7020 tons. 

According to experiments made by Mr. Telford, 
about half the breaking strain, or 3510 tons, would 
produce permanent elongation. And if we take the 
standard of 9 tons per square inch, the chains will bear 
constantly without any risk (9x260 =) 2340 tons, 

F 
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or 2340 — 109442 = 1245*5 tons of strain more 
than the stram produced by the weight of the bridge 
itself. 

Therefore it may be perpetually loaded, without 
any injury, with ^-~p, or about 7321 tons besides its 
own weight. 
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CONWAY BRIDGE, ERECTED BY MR. TELFORD. 

82. The Conway Bridge was built to replace a 
ferry across the estuary between the town of Conway 
and the opposite shore that leads to Chester, and to 
connect by a safe and permanent road across that 
estuary the towns of Bangor and Chester. It was 
begun in 1822, and completed in 1826 ; and its con- 
struction differs very little from that of the Menai 
Bridge. The principal change was in the manner of 
putting up the main chains, which was done on the 
plan first proposed for the Menai ; viz. a temporary 
rope bridge was made with the ropes used for the 
hoisting tackle at the Menai Bridge ; and on that 
the chains were put together in the places intended 
for them ; after which the ropes were slacked and 
the chains were adjusted to their proper tension. 

The following are the principal dimensions of 
Conway Bridge : — 

Feet. 

Distance between the points of support, - 327 

Deflection, 22^ 

Height of under side of roadway above 

high water of spring tides, - - 15 

Strength of the Chains. — There are 8 chains, 
each consisting of 5 bars 3^ inches broad by 1 inch 
thick. The total section of iron, therefore, in the chains 
is (40x3 "25=) 130 square inches, which will bear 
constantly, without injury, 1 170 tons. The deflection 

T^th of the chord line ; the tension for that deflection 
is equal to twice the weight. Whence the weight of 

F 2 
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the bridge and its load must not exceed the half of 
1170 tons, or whatever the weight of the bridge it- 
self is, it will bear in addition the difference between 
its own weight and ^85 tons. 
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DESCRIPTION OF THE BRIGHTON CHAIN PIER, DESIGNED 
AND CONSTRUCTED BY CAPTAIN S. BROWN, R. N. 

(Figures 1, 2, and 3, Plate V.) 

83. The Brighton Pier was commenced in Oc- 
tober, 1822, and opened in November, 1823. 

It runs out into the sea 1014 feet from the face of 
the esplanade wall, and the entire length of the bridge 
is 1 136 feet, in four openings, each of 255 feet span, 
and 18 feet deflection. The extreme breadth of the. 
platform is 13 feet, and the clear breadth 12 feet 
8 inches. 

Tlie suspension towers consist of pyramidal cast 
iron frames, one on each side of the bridge, united by 
an arch at the top. TTiey are 25 feet high, 10 feet 
apart, and weigh each about 15 tons ; made of plates 
riveted and cemented together with iron cement. 
They stand on clumps of piles driven about 10 feet 
into the chalk rock that forms the bed of the sea, and 
rising 13 feet above high water. The clumps are 
256 feet apart, centre and centre, and the clear open- 
ings between them 227 feet. The clump of piles at 
the outer end, or pier head, is in the form of a T, 
and contains 150 perpendicular piles, besides diagonal 
piles, framed strongly together with walings and 
cross-braces. On them a platform is laid, 80 feet by 
40 feet, which is paved with a course of Purbeck 
granite about twelve inches thick, and weighing 
about 200 tons. 

The three other clumps contain each 20 piles, be- 

F 3 
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sides the diagonal piles, and are also braced finnly-I 
together. 

84. Main chains. — The platfonn is supported byl 
four chains on each side of the bridge, arranged twif 
in breadth, and two in depth, Tlie chains are formed 
of wrought iron round eye bolts, 6i inches in circum- 
ference, or about two incites diameter, 10 feet long 
extreme length, and weighing 112lbs. each j united 
by open coupling links, of iron 1^ inch deep by 

1 inch thick, and bolt pins 2 inches diameter. ThfiJ 
total section of the iron of the chains is therefore 
3-1416 X 8z=:25-1328 square inches. 'I 

The chains rest upon saddles on the upper part bfj 
the suspension towers. The chains on the Iand-sid*J 
are carried over a suspension pier of masonry, and the ' 
back stays are carried tlirough two tunnels in the cliff 
between 30 and 40 feet deep ; viz. one tunnel for each 
set of chains. At the end of each of these tunnels a 
chamber of brick-work is built in cement ; and at the 
bottom of the chamber a large square ston« is fixed, to 
which the ends of the set of chains are attached, anda 
they pass from it through another large stone placedf 
against the entrance to the chamber, at the back of 
which they are finally fastened to a cast iron plate, 
weighing about 1^ tons. The chains thus take a firm 
hold of the cliff itself. 

The back stays at the pier head are fastened b^.1 
strong holding bolts to the diagonal piles of the clump. • 

85. The platform is suspended from the main 
chains by vertical suspending rods 1 inch in diameter, 
and 5 feet apart, viz. one at eveiy coupling of the 
chains. At their upper ends they are formed with a 
cross or T head, (see Figures 2 and 3,) which is sup- 
ported by a cap resting upon the ends of the main 
chains and coupling links, one cap at every coupliiig. 
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A ^uai]ie .c^vijty or chamber is cast in the lower part 
of each of the caps, with an oblong slit or entrance^ 
tbrqugh which the T head of the vertical rod is put 
upwards, and being turned round in it across the slit, 
is borne by the cap, as shown in Figure S. The 
lower ends of the vertical rods spread out into forks, 
which clasp over, and are fastened by cross pins to a 
longitudinal side bearer made of bars of flat iron 4 
inches deep by f thick, bolted together and extend- 
ing from tower to tower. On the side bearers are laid 
cross joists 7i inches deep by Si thick ; and oVer 
these is laid a course of 2i inch planking for tti'^ 
roadway. The platform is guarded and stiffened by 
an iroii railing^ or parapet. 

86. Considerable di£Sculties were experiehcfed M 
the execution of this work.* '" 

> 

In attempting to establish the first clump- of p^edi 
the scaffi)lding that had been erected upon* tK^'tir^st; 
piles was twice swept away by storms, and sonie of ifHi^ 
piles torn up. TTie bed of the sea is chieiljr fcHi^ 
rock, but at intervals there are hard rocks :. to; j^r^vfelA 
the piles from being driven upon thes^ittsteitrfdf ilitb 
the chalky it was found necessary to msdce the itoh 
shoes of the piles much larger than usual, i,nd <j^ 
were bmmd to the wood by iron straps 3 feet Idtig iaff. 
tached to the solid point, and bolted to the^^(md'.'^ '■ 

It was found also requisite, on account of the h^i* 
ness of the foundation, to use more powerful pile en- 
gines than usual, viz. with monkeys weighing about 
one ton each. 

When the first dump of piles was driveft, i' teai^ 
porary rope bridge on ^e South American "plan^Was 

* TIip fdUowinj^ p^ticulars are taken from an account pub- 
IfahedbyS-SimeSiderkofihcwoAs, lisiSOi' ' '' i3i)i.0(| 
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made, for the workmen to pass to and fro, by fix* 
ing on the deck laid down on the piles a coupli 
upright iron stanchions ahont 4 feet apart. Over 
these stanchions cables were carried, one end being 
fastened to the deck of the piles, anil the other end. 
carried away and fastened in the cliff. A square car. 
was then suspended capable of holding four men, in 
which the workmen pulled themselves across. ' 

To drive the second clump which was in deeper 
water, two pairs of shears were floated out at higV 
tide, and then their legs sunk at low tide by fastening!; 
stones to them. On these two pairs of shears thiu^ 
erected in the water, a scaffolding was made for the. 
pile engines. The piles of the second and third 
clump were driven in the same manner as the first set» 
and the difference in the operations being only that 
of the increa.sed labour and perseverance requisite, 
there is nothing in them particularly worthy of being, 
recorded. The temporary bridge of cables for th^. 
men was continued as the clumps were successively- 
driven. 

In beginning the fourth clump for the pier headi 
it was found impracticable, owing to the depth of the 
water (viz. ] 4 feet at low tide), to fix the common 
wood shears. Other shears were therefore made of 
4 inch cast iron pipes, put together with lead joints,, 
four in a length, with a strong pole diiven through) 
them, each set of four pipes making one leg of th^ 
shears. Six of these legs were floated out to the- 
place for the pier head one at a time, by lashing it to, 
four casks ; and one of the ends was sunk till it; 
rested on the bottom, by cutting off three of the casksf 
successively. The six legs were all thus sunk, and 
their upper ends being connected like common sheai 
a scaffold was built upon them. This plan did 
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answer, one of the pains? of shears being canied auMty 
by a storm, some of the poles of the other snapped, 
and the whole disabled so as to be unfit for service. 

87. Other shears were then made, each leg of 
which consisted of bars of IJ inch iron, welded to- 
gether in three lengths of 12 feet each ; making 
dierefore a bar 36 feet long. Nine of these bars 
were bound together by iron bands, 2 inches wide, 
and 18 inches apart, to form one leg of the shears. 
The section of each leg, therefore, was 14 square 
inches ; and the weight about 3"32 lbs. (the weight 
of a bar of iron 1 foot long and 1 inch square) x 14 x 
36 = 1678 lbs., or nearly | ton. 

These shears were floated out and fixed, and st€k)d[ 
well. '"-'' 

The temporary bridge for the m^n was improved 
during the erection of the pier head, by laying a road 
of planks on the cables stretched from clump to cjiumjp,* 
and making a sort of side railing to it, by' oifhfet' 
slighter ropes stretdhed a couple of feet abbv6 thi 
cables, and fastened to them by wood posts lashed to 
both lines of ropes. : ■ . 



'/ 



88. The strain that shoidd be expected on a bridge 
placed in such a situation as the Brighton Pier, aris^^ 
not so much from the actual load in dead weight that 
may come on it, as from the sudden shocks to wliich 
it is exposed. The former is rarely likely to approach 
the maximum that it will bear, and, except in the 
embarkation of troops, or some extraordinary cere- 
mony or sight to be witnessed, a chain pier is never 
likely to be one quarter loaded. 

But the strain that may be brought on the Brightoa 
Pier, for example, by the effect of the violent^ tem- 
pests that prevail on that c6ast, is not susceptible of 
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i.l 



calculation ; and it appears almost singular that a 
structure apparently so slight should have escaped, 
unhurt, the storms that have assailed it. In 1824, 
for instance, a year after the erection of the pier, it 
stood through a storm which was violent enough to 
tear up trees. 

Suspension bridges, notwithstanding their apparent 
slightness, are, in fact, peculiarly adapted for sea- 
coast service ; and will stand the shocks of wind and 
water better than more massive constructions ; because 
they present no large surfaces to those shocks, but 
are from beginning to end, as it were, a sort of net- 
work, the meshes of which allow the masses of water 
to pass through them without resistance ; so that 
the actual shock upon the materials themselves of 
such a bridge, when a heavy sea strikes it, is not 
great, although it appears to be struck with a violence 
that must overwhelm the whole structure. 

In building a chain bridge for sea-coast service, 
the parts should be tied firmly together to make them 
resist viliration, that it may not be set swinging by 
gales of wind. But the whole structure should be 
made as open as possible, so that there may be no 
large masses of surface to receive the shocks of thQ 
wind and sea. 
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DESCRIPTION OF TWO BRIDGES OF SUSPENSION, CON- 
STRUCTED BY M. J. BRUNEL, ESQ. F.R.S., AND ERECTED 
AT THE ISLE DE BOURBON.* 

(Plate V.) 

89* These bridges were designed by Mr. Brunei, 
and executed in England, near Sheffield, where they 
wieire put together in January, 1823, before being 
sent out to the Isle de Bourbon. 

Fig. 4. is an elevation of the larger of the two ; fig. 6, 
a cross section through the platform ; figs. 7- and 8. de* 
tached views of the cross bearers, on which the road is 
laid ; figs. 9* Rnd 1(X a side and end view of the central 
suspension frame; and figs. 11. and 12. a side and 
end view of one of the small suspension frames placed 
on either shore. 

The- bridge, fig. 4., consists of two portions of 
catenaries, suspended over a central frame about 25 
feet high, placed on a pier of masonry in the middle 
of the river, and over two end frames about 6i feet 
high, erected upon land piers, or abutments, on 
either shore. 

There are, therefore, two openings, each of 181 f 
feet span between the suspension bolts to which the 
chains are attached ; and the clear opening between 
each land abutment and the central pier is 122 feet. 

Under each opening is a set of 4 chains curved 
upwards (see fig. 4.), and also sideways. These 

* The following account of these bridges is translated from 
Mons. Navier, who examined them in May, 182S, at Sheffield. 
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chains are fastened at their ends into the abutments 
and the central pier, and are connected to the road- 
way by ties that are drawn up tight ; the object beiiiig 
thereby to stiffen the platform, and cause it to resist 
the vibration produced by the violent hurricanes to 
which these bridges are exposed at the Isle de Bour- 
bon. 

90* There are three sets of main chains, placed at 
9 feet 8 inches apart, centre and centre, leaving thus 
two roadways, about 8f feet wide each. Each set 
contains two series of open wrought iron links, 4 feet 
8 inches long, inside measure, made of round ih)n 
J *36 inch diameter. Therefore there are, in all, sii 
sets of links ; and the total section of iron in the 
chains is 17*4 square inches. The long links are 
connected by short coupling links Sf inches long in- 
side, made of iron 1-36 inches by 1 inch. The bolt 
pins are 2 inches diameter. 

One of the coupling bolts goes through both the 
chains of each set, and supports tine of the vertical 
suspending rods, which are made with eyes at their 
upper ends for that purpose, through which the coup- 
ling bolts pass. The bolts are not held by round heads 
and keys, as usual, but a half head is made at each 
end of the bolt which overlaps the end of the link, so 
that the bolts cannot draw out lengthwise, but yet 
can be put into their places through the open parts of 
the links. 

An adjusting link is put in next to each suspension 
frame, and at eveiy fourth link therefrom, by making 
One of the coupling bolts in two pieces, With a wedge 
driven in between them. By taking out that wedge 
the chain is lengthened j or by puttiil^ iii^ several 
wedges, it is shortened, in the way described of the' 
Menai Bridge, antS, art. 74. = •*« 
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The vertical supending rods are 5 feet apart, mea- 
sured on the chainsi and are made of round iron, 1^ 
inches diameter. The four first suspending rods 
from the central pier are made in two lengths, united 
by a link (see fig. 9.)> through which' a horizontal 
rod (see figs. 4. and 9*) passes. One end of that 
horizontal rod is attached to the central suspension 
frame by a screw link, to tighten it up or lengthen 
it ; the other end is attached to one of the coupling 
bolts of the sixth link of the chain. (See fig. 4.) 

91» The road is laid upon cast iron cross bars, sup- 
ported by the vertical suspending rods. These cross 
bars are T-shaped (see fig. 8., which is a section of 
one of them) ; viz. they are flat plates 4 inches 
broad by f thick, with a vertical rib cast on thar 
under sides, 5^ inches deep at each end, and 7 inches 
deep in the middle, the lower edge of that rib swell- 
ing out to a rounding bead 2 inches broad. 

The cross bars are made in two lengths, and when 
in their places under the platform, the outer end of 
each is borne by the suspending rod of the outer chain^ 
while the suspending rod belonging to the middle 
chain goes through the joint of the two cross bars. 
(See fig. 6*, which is a cross section of the middle 
part of the platform, to show one of the iron cross 
bearers.) The outer end of each cross bar swells out 
into a cylindrical socket, through which the lower 
end of the outer suspending rod passes, and is 
screwed up under it with a nut. 

The opposite or inner ends of the bars, where 
they join together under the middle chain (see fig. 6.)^' 
swell. joujt; each to a; half cylindrical socket, with a 
flange. cast on it (see fig. 7«)> ^^^ *^® ^uds of the 
bars are i sue wed up t(^ether with a couple of screw 
bolts passing through their flanges^ so w td fi^m^ 
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when the bars are united, a cylindrical soeiket for the 
central supending rod. (See figs. 6. and 7«) 

The flat tops of the cross bars spread out. at each 
end to a plate 8 inches square (see fig. 7«) ; and on 
these square plates a line of timbers^ 8 inches broad 
by 8i deep in the middle, and 5i at the sides, is laid 
lengthwise of the bridge, from bar to bar, under each 
main chain. In fig. 6. the central longitudinal timber 
is shown in section. These longitudinal beams are 
fastened down to the cast iron cross bearers by two 
bolts passing through an iron cap laid over the 
upper side of the beam ; and a hole is made thraugh 
that cap, and through the beam, for the vertical sus- 
pending rod to pass through. (See figs. 6« and 7»)' 

The roadway consists of three courses of longi- 
tudinal planking, laid on the cast iron cross bearers, 
viz. one course for the carriage wheels, 12 inches 
broad by 4 deep; another for the horse track, 2 
deep ; atid a third, li deep, . for the footpath, laid 
upon the course for the horse track, close up against 
the large longitudinal beams. The wheel track is 
covered with longitudinal rails of wrought iron f 
thick, and the horse path by transverse rails ^ 
thick. The planking is bolted to the flat tops of the 
cross bearers. iVbfe, all the wood work of the plat- 
form is of teak wood. 

The parapet is formed by vertical standards f 
diameter, placed in front of each suspending rod. 
The lower ends of the standards are keyed into cylin- 
drical sockets, cast out of the caps that cover the Ion- 
gitudmal beams, and the upper ends are held in damps 
or bridles, bolted round the v^tical suspending rods. 
( See fig. 9* ) A railing is attached to tb^iiQ ^erti^ |tan- 
dards, formed of an upper and lower loQgil(^4iqal rmk 
inches broad, with small vertical rails about I diameter. 
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'^'^2/ The pktforin in each opening of the bridge is 
inclined V do wriwards from the main central pier to the 
itbutment, the top of the former being about 4i feet 
higher than the top of the latter. The main chains 
form a curve whose highest point (viz. the point 
of suspension over the main central pier) is 25i feet 
dbove the top of that pier ; the points of suspension 
over the land piers or abutments are 5^ feet above 
the tops of those abutments ; and the lowest part of 
the durve is llf inches lower than these latter points 
of suspension. 

The under tie-chains are made each of a set o£ 
iron rods 1 J inch diameter, with eyes at their ends : 
they are connected by coupling plates 11$ inches long, 
3i inches broad by i an inch thick, with bolt pins 
1| inches diameter put through them. (See fig. 11., 
wheire a part of one of the tie chains is shown.) 

A hole is made in the middle of each pair of 
coupling plates, to fasten to them, by a bolt pin 1^ 
inch diameter, the lower end of one of the rods that 
tie the platform to the under chains. Those rods go 
up in an mclined direction through the main longi- 
tudinal bearers of the platform (see fig. 6., where 
two of them are shown), and they are held to them 
by nuts. 

93. The framing of the main standard of suspen- 
sion in the middle of the bridge is shown in figs. 9* 
and 10., and consists of the following parts : — 

Ist. A bed plate (a^^ fig. 10.) is laid on the masonry 
of the pier. ^ 

' On it are laid, crosswise, three square cast iron 
troughs^' OP inverted boxes, shown in figsi 9* and 10. 

Thesi square boxes receive the ends of the main 
4dt^udinal beams of the platform ; aitd upon them 



sfatodtliree triangular statfdferdft^nies bjb. •'(Seefigff. 
^.^and 10.) llie whole beitig bolted dowh tijibn 
the pier by long foundation bolts, which go throhgh 
the feet of the triangular standards, through *the 
flanges of the boxes, and through tlie bed-plate, «W 
are keyed under cast iron holding plates laid in the 
masonry of the pier. 

i A broad flat plate is cast at the' top of each leg of 
the triangular standards b b. Those plates serve as a 
bed for the square ends of three cast iron pipes, c, to 
lie upon (see figs. 9. and 10.) ; and a sec6nd set of 
tfikn^ar standards is erected on the square ends- c^ 
the three pipes c. - . 

fjcTop plates are also cast on the upper ends of these 
tfiangulaf standards, to which a cross frame, ^, is 
bolted, which has an open part, or socket, cast in it 
oifer each standard, to receive one sot of chains. (See 
fig. lOi). Each of the main chiuns is attached by a 
bdt pin to the lower end of a vertical link, suspended 
tmm a bolt pin which is put through the upper part 
o£ike socket of the fixed cross frame. (See figs. 9* and 
l6i^ Hence the chains can play a little lengthwise, 
tovdiHow of^e^qpansion and contraction. The frame- 
wtok^ipf the mspension standarvl ii& «11 bolted togetheif'^ 
by short bolts, which pass through the res|iective' 
flanges of the several parts, and is further tied to- 
gether by long bolts; viz. two that tie the upper 
middle cast iron pipe, c, to the cross frame, rf, and 
four that tie the two outer cast iron pipes, c, to the 
same upper frame, and four bolts that tie the 
two outer cast iron pipes, c, to ears, e, on the bed 
plate, a. It is needless to give a more minute de- 
scription of all these parts, as they are shown by the 
drawings in Plate 5. 

The frame-work of the iron standards placed on 
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the abutments is shown in figs. 11. and 12. Fig. 11. 
a side view of one of the frames, and fig. 12. an end 
view. 

The chains are suspended from them by vertical 
links, in the same way that they are suspended from 
the central frame. The back-stays (ij fig. 11.) are 
formed of bars 3 inches broad by li thick, and 10 feet 
long, united by coupling-links, and by bolt-pins 2f 
inches diameter. The one next to the suspension 
frame u. an adjusting link. 

The extreme ends of the chains are fastened to 
large circular holding-plates, 3 feet diameter and 2f 
inches thick, strengthened underneath by four ribs 
5| inches deep. These plates are sunk deep in the 
ground, and loaded sufficiently to keep them firm in 
their place* 

94t. The second bridge (see fig. 5.) is of one arch 
ISlf feet sjum between the suspension bolts, which 
are 15 feet 5 inches above the tops of the piers on 
which they standi and the deflection of the main 
chains is about 9 feet 7 inches. The breadth of the 
platform is the same as in the bridge (fig. 4.) ; and 
the general arrangement and construction are also 
similar to that of the first bridge, and therefore require 
no explanation. 
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'^ftSetUFTIOV OT THE HAMMERSMITH SUSPENSION BRIDGE, 
.(t^aiESiaNED AND ERECTED BY W. TIERNEY CLARK, ESQ., 
// CIVIL ENGINEER. 

:fj (Plate 6. Figures 1. and 2.) 

:95. This bridge is built across the Thames, eight 

,^mi^ above London, communicating between Ham- 

> thersmith^and the Surrey shore of the river. It was 

commenced in the summer of 18S4 and opened 

boylThe .chord line or distance between the points of 
.imspm^n is 42S feet 3 inches. The deflection of 
-[lh« chains is 29i feet, or liT of the chord line j and 
ril^e tengion on the iron at the points of suspension is 
'ji95!3 jthe times the entire weight suspended.* The 
ittotal trater way is 688| feet, viz. 400i feet through 
,filie, middle opening, 145i feet between the Surrey 
iiFier imd the bank» sxid 143 feet between the Mid- 

ilUi^ex :pier aBd the bank* 
otj jQO^ v7^^wuim*^eer* are of atone, designed as 

archi^ pf the Tuscan order. They are 48 feet high 
jabov^ th^ level of the roadway, 22 feet thick by 46 
f^^d^ ak4;hat level, and 7^ feet wide at low water line. 

r* Thft ba^m^nts of the piers are built of large blocks 
.jOf .stone^ r^aiging between 34 feet and 4 feet in 
(ten^h by li feet to 2 feet in thickness. Through 
o^iwb^pi^y.an aarched opening is formed for the road- 
aW^T J4:feet.wjd^ . 
fi'yjTh^ platform i^ divided into a earri«ge way in the 

* By Formula V, for computing the tension, potty Section VIIL 
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middle 20 feet wide, and two footpaths, each 5 feet 
wide. 

97- 2T^ main chains are eight in number, ar- 
ranged in four double lines, viz. two small chains, 
one under the other on the outside of each footpath, 
and two large chains on each side of the carriage way. 

Each of the small chains consists of three lines of 
bars, 8 feet 10 inches long from centre to centre of 
the eyes or bolt holes, 5 inches broad and 1 inch 
thick. The ends of the bars are united by screw 
bolts, 2| inches diameter, put through coupling-plates, 
1^1 inches long from centre to centre of the bolt- 
holes, 8 inches broad and 1 inch thick. 

The large chains contain each six lines of bars of 
the same dimensions as those of the small chains, linked 
together also by bolts 24 diameter and coupling-plates. 
The chains contain, therefore, in all 36 bars, each con- 
taining 5 square inches, whence the total section of iron 
in the main chains is (36 x 5) 180 square inches. The 
chains pass through openings in the main piers, in 
which are placed roller carriages for the chmns to rest 
upon. These carriages are cast-iron frames of metal 
1 inch thick, with ribs cast on them to stiffen them 
(ste fig. S. plate 6.) ; and they stand on a bed plate 
let in and bolted down to the masonry of the pier. 

Each carriage carries two sets of rdlers one under 
the other, one for the upper and one for the lower 
chain of each double line. The rollers are cast iron ; 
their necks are of wrought iron, and rest in brasses in 
plummer blocks cast on the carriages. (See fig. S.) 
The Imks that pass over the points of suspension are 
stronger than the other links, and are curved t6 lie on 
the rollers^ which are arranged in a circle of such 
curvature, that the direction of the main chains is a 
tangent to it. '^ ' 
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^98. From the tops of the i§uspen3ion»pi/er§, the 
D«ck stays pass down at the same angle as the. chains 
of tjie central opening to the abutments, which ^re 
built on the shores, of brickwork faced with stone. 

The abutments are 45 feet long from front tO' 
back, 40 feet wide, and 13 to 15 feet deep from the 
top to the foundation. Making the absolute weight 
of materials of each abutment 21 60 tons to resist the 
draw of the chains, exclusive of its resistance of 
adhesion. 

The chains are carried through tunnels in the abut- 
ments, 2 ■ feet wide for the small chadns, and $ feet 
tide for the large ones. The end links pass between 
rong.jcai|t iron holding-plates that bear agaijast a 
"^^at ige surface at the back of the masonry, and they are 
^tenedUit-the baidks of those holding-plates by yery 

rong cross pins. 

ij99y The efaains are of hammered iron, made of 
ijoijx flat, bars welded together under a forge hammer, 
until the entire length and shape was produced with- 
()ut<a,shuL The eyes, or bolt holes, at the ends, 
W^lfe^ drilled out of the solid ; and the ends of ^e 
l^lMra rsweill ' out to the same depth as the coupling- 
pliM^es, irf». 8 inches. The bars were bored in par- 
cels of .6 and 3 links put together, and proved at the 
rate )of 45 , toitis for each bar, or 9 tons per square 
inch. 

.The vertical suspending rods are 1 inch square, 
aod. ajbaut 5 feet apart. They are attached to the 
coiiipling-plates of the main chains by short links, and 
seiri^w holU. 1 incK diameter, which pass through the 
o$^pling-plates.: . . .; ^ » =• i 

IrhOQ^ : SHie^phiform consists iof cross joists, l^^inches 
d^i^i ^ : (ineh^^i . thick, < of . Memel timber, supported. 
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tili^' the vertibar suspending rods; and on these /are 
ifid longitudinal beams, and courses of strong planl^- 
Mg. (See figs. 1. and 2. of the following sketches.) 
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Each suspencEng Jtid passes down betweeh a {lair 
of the cross beams, which are d@ feet long, dut? fifid= 
out. The suspending rods are thickened to^i ih6he^ 
square at the lower' ends below the cross beams, aiid> 
pass through a flat east iron plate, about 10 inches' 
sq[uare, placed agaihsit the underside of thewood^- 
with ribs or edges upon it that embrace thfe.tJrtwis? 
beam^ and the ends of the suspending rdds aite fi&s-> 
tened under these plates by keys and keepers.^ ^(Siie^ 
the sketch, fig. 2.) ' > - 

A line of longitudinal beams, 8 inchei^ deep by 4 
duck, is bolted down upon the cross joists d^Side «^ 
each ibotpath j and two other lines 'of beami^ '^ thfe> 
same, dimensions, on ea^^h ade df the carriage v^Y 
The space between them is filled up, firstbjja^iedUtt^ 
of longitudinal 3 inch planking. (See figs. 1. and 
^i) 1 jiOvir. this ij» * laid • Borrodaile^s f^ltipg^ datiii^d 
\iobb«pjtob and tar ; and oNrer that a course Of^^lferiftft^ 
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3 inch planks, 1 foot wide ; and timber 4 ihchesf 
wide (laid endwise of the grain upwards) and 3i 
inches deep, projecting therefore i an inch above the 
planks. The platform is further stiflFened underneath 
by diagonal braces, the ends of which are fixed into 
cast iron plates, screwed on to the sides of the cross 
beams. 

The platform is trussed above. The trusses are 
of wood, 6 inches broad, by 4 inches deep. Their 
upper ends are fitted into the hollow sides of cast 
iron caps, bolted down on the tops of cast iron columns 
or king-posts, 2 feet 2i inches high ; 4 inches di- 
ameter at bottom, and 3^ inches diameter at top ; 
which stand upon iron plates 10 inches square, bedded 
in the upper sides of the longitudinal beams. (See 
the sketch, fig. 3. p. 85.) 

The lower ends of the trusses abut against cast 
iron steps, bolted down on the longitudinal beams. 

The king posts are held down by long bolts, which 
go up between the longitudinal beams, with a large 
washer plate under them. (See the sketch, fig. 3.) 
And the steps for the lower ends of the struts are 
bolted in a similar way to the cross joists, by the same 
bolts which secure the cross beams and longitudinal 
beams together. 

The king posts are 25 feet apart, with 5 vertical 
suspending rods between each pair. 

The sides of the platform are guarded by parapets, 
formed of vertical cast iron columns 20 feet apart, 
bolted down to ther platform by the same bolts which 
secure the longitudinal beams outside of the footpath 
tS ilie crossi beams. 

'" The standards are tied together by a faorizontd wood 
rait. Si inches deep by 2 wide, laid along their tops, 
ah*ff*by diajgonalk of wood of the same dimensions; 
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8^d' fiirthei; by a iborizoittal lacing, of.ha^ round 
inoi, hfilted'to th^ diagonals of wood and to tihe iryn, 
CQlumfls., 

The end^ of the cross joists are covered with W 
iron cip, to give them a neat appearance. ', 

101. The hack stays dip below the level of the 
platfonn between the piers and the abutments, as is , 
shown in fig. 1. plate 6.^ and therefore at that pfirt 
it was necessary, in order to keep the platform horir 
zontal, that it should be erected upon the chains, in- 
step of being suspended from them. ■ . * ' ' 

This was done by bolting vertical cast iron fratiies 
on th^ chains at the couplings, and laying the cross 
joists 9^ the platform on their upper ends, t))e height 
of the frames increasing, of course, with the dip of 
the chains below the platform. . 

Th^ following, sketch is one of the longest frames. 
It coimsts of a sort of ch^r (a) placed upon the 
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coupling-plates, and bolted through them. An- 
gthex ^If^/h'^^^^ ^. Pbs ca^t on it to stiffen it, is 
bpked,,4l^wis?,agaj[pst,-the ch^r a. And the bolt 
h9|fiSWi4wg.#A ffl, a(loi|f„th? plate * to be raisecj 
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or lowered a little in fixing it, in order to adjust its 
height to that of the platform above the chains. 

At the upper end of the frame b^ a square plate is 
cast, with three ribs on its upper surface. The ribs 
rise up outside and between the cross joists 1 of the 
pbtf6rm, which are bolted down upon the plate; as 
lihown m the i^etch. 

The vertical supporting frames stand on the lower 
ilbaSii e of each double line de. 
' The cross joists and longitudinal beams being thus 
bolted down upon frames erected on the chains on 
daicSi'side of the platform, support it very steadily J 



- - • ■» ■ » - . ^ 






y.'^u\ nr- '.-M 



/ ■• 



ii )•: 



i*! 






'nil v ■ h':*i!r: .^f -:' 

J 

U« ;i ■ : .> ■ .'-... * = . ' > ■ ; , ,! _••::!■■..■ •■ >■ 
('■ ifl* ■'' '. !■• .'■■ ' > ■.- • !*■ . ■ ■ ' 



t.-- 



\: 






7 -f: 



■' .' ' 



f ■■ ■ ; . 



>i .• 



J 



.'i 






i l!<> 



:,.■ r i . 



;j..^: 



>• 1 



?:.v:; - 






J'll 



if>njl>i>M£:oo! 



I.- .V ^ 



r/' 



• i ■►..,:•;• 



THE CIMlN<«UmuS A^ BATH. 



m 






fiiWii:. -jfii •, -.I- 






r ■ I ' I ■ 






CHAIN BRIDGE AT BATH. 
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IQSi. Chain Bridge at Bath. — This is a smajyi 
bridge for foot passengers over the Avon, erected p^ 
ISSOiby T. Shaw, Esq. 

The platform is supported by two single chaips^ 
made :pf Wrcd^ht irc»i eye bolts, 5 feet long, and 1| 

ijs^hes diameter. . i .. 

' ' ' 

The 42hain£^ are carried over four cast irou/^^usp^ 
sion columns at each end of the bridge ; viz. two for 
each chain, lining with the length of the bridge, and 
terminated at the top by an entablature. The height of 
the points of suspension above the platform is about 
14 feet. The span or horizontal distance between 
the points of suspension is 118 feet ; and the deflec- 
tion in the middle about lOi feet. 

103. The suspension columns are about 16 inches 
diameter outside at the bottom, with a base 19 inches 
square ; and they stand on a cast iron bed-plate, laid 
on a pier of masonry built of Bath stone, about 17 
feet wide by 8i deep to the ground. The foundations 
of the piers are 10 feet deep, and built on piles. The 
links of the main chains are connected by coupling- 
links or plates | thick, and 1 inch deep, united to the 
eyes of the long links, by bolt pins 1| inch in 
diameter, and 6 inches long. The coupling-links are 
formed with eyes in the middle, to which the vertical 
suspending rods are attached by screw bolts | inch 
diameter. There are 23 vertical suspending rods | 
inch diameter and 5 feet apart, between the suspen- 
sion columns. 

104. The platform consists of two longitudinal 
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roadway bearers of wood, supported by the vertical sus- 
pending rods, which pass through them, and are fas- 
tened underneath them with cross keys and keepers, 
an iron washer-plate, about f inch thick, being inter- 
posed between the wood beam and the iron key. The 
side bearers are made of two lines of beams each, about 
4 inches broad by 10 inches deep, bolted together with 
screw bolts, about ^ inch diameter, at intervals of 2i 
to 3 feet. They run the whole length of the bridgej 
but in several lengths, being scarfed at break joint, 
and the scarfing joints secured by iron plates and 
screw bolts. On the side bearers cross joists are laid, 
about 8 inches broad, 7 inches deep at the ends, and 
9i inches deep in the middle, and on these planking 
is bolted for the roadway. The platform is guarded 
and stiffened at each side by a parapet, consisting of 
pillars Sf inches diameter, fixed on a longitudinal 
beam that is bolted to the platform over the side 
bearer. The pillars are 10 feet apart ; the upper rail 
of the parapet is of wood, 3 inches square, and is bolted 
to the tops of the pillars. The pillars and upper and 
lower rails are tied further by two diagonal wood 
braces 3i inches by 3, between each pair of pillars, and 
by three horizontal rails li inch square, forming alto- 
gether a framework of considerable strength and 
stifihess. There is, nevertheless, a great vibration in 
this bridge. 

The back stays are carried back at an angle of about 
28 degrees, with the horizontal chord line, and are 
fastened in abutments of masonry built upon arches. 

The iron work was executed by Captain Brown. 

The bridge is warranted to carry 12 tons in load. 
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Calculation of the Bridge. 

105. The two chains contain 4*8 square inches of 
iron, and will therefore bear a strain of (4-8 x 9 or) 
43'2 tons before stretching. 

The weight of the bridge, viz. of the chains, and 
other von work, platform, and parapet, may be taken 
at about 7 or 8 tons ; the total weight therefore sus- 
pended with an additional load of 12 tons, would be 
say 20 tons. 

The deflection of the chains is about xi-zth of the 
chord line, and the tension at the points of support is 
about 1 -4 times the weight. Therefore, 20 x 1 '4 = 
28 tons for the tension on each point of support. 

If this bridge were entirely covered with people, its 
platform, which contains 118 feet x 9*5 feet = 1121 
square feet, would carry at the rate of 2 persons per 
square foot weighing 140 lbs. per head, (560 x 140 =) 
78,400 lbs. = 35 tons. Adding to that the weight 
of the bridge 8 tons, we have 43 tons, which x 1 '4 z= 
60 tons for the tension on the chains at each point of 
suspension, if the platform were entirely filled by a 
crowd of people. 

The bridge is, however, not likely to be ever 
loaded with more than the weight it is warranted for, 
as it is private property, and carriages are not allowed 
to cross it ; and moreover it does not communicate 
with any great thoroughfare. 
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106. The span is 145i feet, and the deflection 
i2i feet, nVith of the chord line. The platfoim is 
143 feet 3 inches long, and 18 feet 3 inches wide, and 
is supported by four chains, two on each side of the 
Ipridge, formed of round rods 2 inches diameter, and 
4i &^ long, united by open coupling links of iron 1 
iueji square, and bolt pins 2 inches diameter. , 

The vertical suspending rods are round iron, 1 inch 
diamieter, and they spread out at the top into a fork, 
cqnp^cted by a bolt pin |th inch diameter, to a plate» 
ly^h is interposed between each pair of the links 
pf^ the c)iain]^, and is secured to them by the couplings 

The main chains are supported by four cast iron 
susp^i^ipi^ frames, vis. one at mch end of the bridge 
%*(,(f^a(^vpair of chains. They are made of plates 
bf^^d^Qgetl|Ler with |th inch scr^w bolts, at inter-. 
y9l^.pft(9)i)OUt 18 inches ; the frames stand on a base 
q^i^ut^ieeli iSiquare, and thence rise up pyramidally* 
'l^l^^ql^i^s are attached at the points of suspension in 
t]^e,.^^3^described (p. 80*) for Mr. Brunei's bridges ; 
viz. they are connected by a pin to the lower ends of 
a pair ipf, vertical. Jinks, the upper ends of which ^re 
s|ipp(Ml:^i^ i by a; iixed pin in the upper put of the 
c^;^vo^ . .suspension frame. Hence the points of 
suspension are movable, to accommodate themselves 
tQ,^^ expansion or. contraction of the chains. 
o/107* The Broughton Bridge was broken down on 
the 12th April, 1831, by a party of soldiers marching 
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over it in step. Sixty men are said to have been on 
the platform at the time the accident occurred, their 
line extending nearly the whole length of the bridge. 
1^ f^UTO was in one of the coupling-bolts that 
held the ends of the back stays to their fastenings. 
The last link of each chain was bolted to an iron strap 
dbotit ^i inches broad, by a bolt 2 inches diameter ; 
snd it waa one of these bolts that was unable to resist 
the violent eflfect of the vibration produced by the 
mklrdi o^ th^ men. The bolt is said to have been of 
bad irc^, the fracture presenting a granular ahd 
crji^line ^appearance like cast iron. The bridg^ 
was quickly repaired, and is now in the state de- 
scribdd above. 

V 108. This accident shows the imminent danger to 
a suspension bridge from bodies of troops marching 
m step^ For althouj^h the bolt which broke, was not 
as strong as in prudence it ought to have been, still 
it was strong enough to have resisted a much greatet 
weight in de€ki load "^att it had to bear. 

The wright'ofthef bridge itself is abotit 49 tdila* ;; 
and the weight of the «i to on it, if at r^^;:was^^^boUt 
(60x 180)ri W4V =:4-8 tons ; in all say 48 tons, fbt 
tension for a deflection of 1 in 11 -64 is about 1-55.' 
Therefore the utmost strain the holdmg bolts ebulft^ 
have had to endure, had the bridge been lo^ed witH 
60 men at rest, would have been (48 x 1*55=:} 74*4 
tons; or 37*2 tons for each bolt. 

Now the length of the holding bolts between their 
bemngs was about 3*75 inches, and their dfamet^' ^ 
inches, and each if of good iron would have* boi*ne- 
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* The autlior is not aware of the exact weight of the bHdgel 
The above of 4'S ton» is computed from data conmiiinicaitied to 
h.ina ,ta^ an ^gineer wh^, had ei^amined and roesv^iirpA i^i '- i ^ 5 ■ ^ 
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before being crippled, ^'3^.^"" =:^= 153,846 lbs. 
zi68| tons. 

Whence it must be inferred that the shocks, and the 
vibration given to the bridge by the simultaneous 
stepping of the men, must, have produced an extra 
strain of about 30 tons beyond that of the mere load, 
in order to break the holding bolt. 

A holding bolt of the dimensions above stated 
ought not, however, in prudence, to have been exposed 
at any time to a strain of more than 18 tons, had it 
been perfectly sound m the beginning; for under 
that strain it would be, if not actually deflected, at 
least on the very verge of deflection, and if so strained 
frequently, and for any length of time, the iron would 
probably become, by degrees, permanently injured. 
The holding bolts of the Broughton Bridge were, in 
fact, of such proportions that they would be perpe- 
tually exposed, in the common traffic of the bridge, 
to more than the strain they were capable of under- 
going for a short time only, without receiving injury. 

They ought to have been about 3i inches dia- 
meter to have borne as much as the chains would 
bear. 
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MidkLEWOOD BRIDGE, DESIGNED BY JAMES SMITH, ESg. 

OF DOUNE. 
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109. This bridge deserves notice from the platform 
^bieilig supported upon iron frames standing upon the 
bhams, instead of being suspended from them. 




The span is 103 feet. The yf 
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banks are very soft black mud, 

and so bad for a foundation, that \JJ \\7^ 

it was judged inexpedient to 
make abutments of masonry. The chains are, there- 
fore, fastened to iron frames, (see the figure,) which 
are bolted down upon a wooden framework, con- 
sisting of beams of wood laid in the mud at a con- 
siderable depth, not shown in the sketch. 

On these, uprights are fixed, and over these again 
cross beams, the whole being strengthened by cross 
braces, and well bolted together, and earth and 
rubbish are filled in and rammed down hard between 
and around the beams of the frame. There are two 
supporting chains on each side, 1 foot apart, and about 
2f inches diameter. The cross joists that bear the 
platform rest upon iron uprights set up on the chains, 
the lower ends spreading out like a fork to embrace 
them. At every alternate joist the feet of the uprights 
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are tied together by an iron rod 1 inch diameter, ex- 
tending horizontally under the bridge, and also by 
oblique tie bolts going up to the outer ends of the 
cross joists : and two other oblique tie bolts go up 
from the ends of the cross joists to the upper rail of 
the parapet. Further, where the chains lie above the 
platform, they pass through upright iron frames bolted 
to the cross joists, and to the top rail of the parapet. 
Hence, the parapet, iron standards, and cross joists 
are all firmly tied together, and stand steadily upon 
the chains. The cross joists are 1 foot by 5 inches, 
and twenty in number. 

This bridge is very steady, and shows that the 
plan mentioned in art. 50., as being proposed by 
Mr. Stevenson, is practicable for a limited span. 
The stability is, however, obtained by excessive 
strength in the framing of the platform, and could 
hardly be obtained for a larger bridge without a pre- 
judicial increase of weight. 
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SECTION IV- 



FOREIGN BRIDGES* 



, PARIS SUSPENSION BRIDQA. 

r'llOi^lN 18S8, Monsieur Navier, Ing^iimir en 
<ikef'def\^pants et cfumssSeSy proposed to the French 
^Terrtmenl a design for a suspension bridge o^er 
the Seine, 6pposite the H6tel des Invalides. The 
opening between the quay-walls is (150 metres') 
493 ieet. The 'i^spenskm pillars were to be buSton 
the banks, and the distance between th^ points oi* 
suspension to be (170 metres) 557 i feet. The dis- 
tance from the points of suspension to the fastenings 
(32 metres) 105 feet ; deflection -rsth of the chord- 
line. The suspension pillars were to be four inde- 
pendent columns of stone, standing on piers of ma- 
sonry built on piles. The columns were to be 10| 
feet diameter at the bottom, and 8i feet at the top. 
The piers were to be 13-12 feet broad at the top, 
and 19 '68 feet broad at the bottom. 

111. The suspension columns were to be tied 
transversely to each other by hollow square cast-iron 
pipes, 25 J feet long^ The ends worked into the co- 
lumns, to prevent their moving towards each other ; 
and in the inside of the tubes were to be wrought- 
iron tie-bolts, the ends of which would be attached 

H 
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to the columns, to prevent their moving away from 
each other. 

112. The main chains were to consist of nine 
ranges of long open links on each side of the bridge, 
three in breadth, and three in depth. 

The links to be of malleable iron, 16 feet long ; 
and the iron 3*15 inches by 1*57 inches ; united by 
coupling links of wrought-iron. If by 1*57 inches, 
and bolt-pins 4 inches diameter. The total section 
of iron in the main chains, 178 square inches. Dis- 
tance apart of the chains 31 feet ; breath of road be- 
tween the parapets, 28i feet ; viz. a carriage-way, 18i 
feet, and a footpath of 5 feet on each side. The 
backstays were to be carried back from the suspen- 
sion columns through a stone pedestal, and then 
turned over an arched cast-iron plate, and carried 
down vertically into a well built of masonry, passing 
through blocks of stone bedded in the masonry- walls 
of the well, and fastened underneath a cast-iron plate, 
bearing against the undersides of those stones. (See 
the annexed sketch, fig. 1.) 

113. The upper part of the masonry of the pe- 
destal and well rested upon the stones (a) ; but as 
that superincumbent weight (says Mons. Navier) was 
not equal to the strain the main chains would have 
to bear, inverted arches of masonry (6, fig. 1.) were 
added, spreading out into the ground over a surface 
60i feet by 31 feet, surrounding the two wells. The 
weight of the ground upon these arches, and the ad- 
hesion of the ground to the masonry, were expected 
to add suflficiently to the resistance of the abutments. 
Also (says Mons. Navier), a stay, or buttress built on 
piles, was placed in front of each well, in a position to 
resist the pressure that is exerted (at the point where 
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the direction of the chains is changed) in the direction 
of the resulting force of the tension of the two parts of 
the chain. (See d, fig. 1., and.Navier, p. 203.) 



Fig. 




The entire w^ht of the suspended part of the 
bridge was computed 584,4^2 ldlogrammes=129,159 
lbs., or 577, say 580 tons.* 

The estimated expense was 1,000,000 francs = 
40,000/. The buildmg of this bridge was begun 
in August, 18S4. In the execution, an alteration 
was made in the abutments, by substituting for the 
spreading arches h (fig. 1.) a vaulted base, or found- 

■ The probable load on the bridge, in [>a«sengers, would be 
about 90 to 100 tons; and the possible load about 400 tons. 
Whence, as the tensicHi for a deflection of 1 in 15 is about 1-94! 
times the weight suspended, the tension that the chains of this 
bridge vould probably have had frequently to bear would be 
(580 + 100=)680 X 1-94'= 1319 tons. The greatest tension 
about 980xl-94=190] tons; and the tension without anything 
whatever on the bridge, would be 580 x 1-94 = 1 125 tons. 
H 2 
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ati(m (see fig. 9.), forming a base of 62 feet by 31 
feet. The masonry being tied together by four iron 
tie-bolts lengthwise, and four Others crosswise. * 

Fig. 2. 



n^ 



'A '*■ 
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114. By the beginning of July, 1826, the chains 
had been got up on scaffolding, which suj^rted their 
weight. MTiile the chains were still thus supported, 
the tightening wedges of the first set of links, next to 
the entrance of the well, were driven up to begin 
tightening the chains. This operation produced an 
opening in one of the vertical joints of the courses of 
masonry at the upper part of the abutment, at.('a), see 
fig. 2. The scaffolding was struck on the 30th of 
July, 1826, and then the weight of the chains in- 
creased the opening in the masonry of the abutments. 
When the joists that carry the platform were hung 
on the chains, the opening again increased ; and, by 
the end of August, when nearly the whole of the 
platform was completed, and about Mths of the 
weight suspended, the vertical openings in the ma- 
sonry of the four wells were about five centimetres = 
2 inches (at a, fig. 2). 

On the 6th of September, a water-pipe, which was 
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laid in the ground on the side of the Champs Elys^es, 
and came near the abutments on that side of the 
river, burst, and, softening the ground about the abut- 
ment, it gave way under the strain produced by the 
weight of the bridge. The part of the masonry on 
the left o{ a b (see fig. 2), and above b c, was carried 
away from the remainder, and the suspension columns 
on the Champs Elysees* side of the river were pulled 
over towards the water.* 

11;5. In consequence of this accident, and of the 
disputes that arose upon it as to the expenses of re- 
pairs, the undertaking was abandoned for the time, 
and the bridge removed. 

Another bridge was afterwards erected nearly on 
the same spot, of which the following is a description. 

* The defect of this abutment is obvious. 1st, It was not any 
thing like suflEbciently massive and heavy in itself. 2dly, It was 
adapted to resist only the vertical ptdl of the chains ; but their 
real pull was about in the direction of the arrows (fig. 2.). The 
buttress in front would therefore have little or no effect to resist 
the effective pull of the chains, and there was nothing to resist 
that pull but the weight and adhesion of the part 6, c, dy of the 
masonry, aided by the resistance of the ground in front of it. 
The abutments of this bridge, according to the load it was likely 
to have to bear, viz. from 1300 to 1900 tons, ought not to have 
been tess in absolute weighty at each end of the bridge, than from 
4O00 to 6000 tons, according to the depth of the foundations, 
and the nature of the ground ; and the chains ought to have 
gone right through that massi with large holding plates a^ th^ 
back. 
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PONT D£S INVALIDES, AT PARIS; COMPLETED IN 1829. 

(Fig. 3. Plate VI.) 

116. The piers of suspension are archways built of 
stone ; they are 39 feet 8 inches broad^ and 15 feet 
5 inches thick at the level of the roadway, and rise 
up thence perpendicularly. Below the platform, the 
starlings spread out to about 54^ feet broad, and 16 
feet thick. The piers are built in the river, like the 
piers of the Hammersmith Bridge, which appears, in 
fact, to have been the model for the Pont des In- 
valides. 

Through each pier is an arched opening for the 
carriage-way, 19 feet wide. The horizontal distance 
between the centres of the piers is 236^ feet ; and 
the deflection of the chains is about ith of the chord- 
line, or 26 J feet. 

117. The main chains are formed of round rods 
IH inches diameter, 15 feet 8 inches long from centre 
to centre of the eyes ; united by coupling plates 10 
inches long from centre to centre of the bolt-holes ; 
4 inches broad, by f inch thick. The bolt-pins Qi 
inches diameter. (See figs. 5. and 7-> a side view 
and plan of one of the chains.) 

There are four chains on each side of the bridge, 
each chain consisting of two rods ; there are, therefore, 
eight rods on each side of the platform, to support it ; 
and the total section of iron in the main chains is 2*6 
square inches + 16 zz 41*6 square inches. 

The backstays are attached, by strong bolt-pins, 4 
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inches diameter, to cast-iron frames (see fig. 3.) fixed 
down on the abutments, at 9^i feet horizontal dis- 
tance from the points of suspension ; and thence 
they are continued obliquely downwards through the 
masonry of the abutments.* 

The backstays are connected to these cast-iron 
frames by long open links, instead of round rods with 
eyes: there are sixteen links on each side, 3 feet 7 inches 
long, centre and centre. The metal is If deep by 
H broad, and they widen at one end, to allow the 
large holding bolt to be put through them. The 
vertical suspending rods are 1§ diameter, and are 
hung to the main chains by vertical links (see fig. 6.) 
8 1 inches long. If broad by H thick, which are 
jointed to the coupling plates of the main-chains by 
bolt-pins 1^ diameter. 

118. The abutments (see fig. 3.) are built of masonry, 
32 feet broad, and 98 feet from the front face, next 
the water, to the wall of the quay, up to which they 
are built, so as to form one mass with it. Through 
each there is an arched opening for the path, along 
the side of the river, 13 feet wide ; the height from 
the ground to the top of the abutment is 14 feet. 

119* The platform is laid upon cross joists, ex- 
tending across in pairs, the same distance apart as 
the suspending rods; each joist is about 5 inches 
broad by 12 inches deep ; the suspending rods go 
down through the space between the two, and are 
screwed up underneath with nuts, against strong cast 
iron washer plates. 

On the cross joists are laid two lines of longi- 
tudinal beams, about 7 inches deep by 6 wide, at 

* The author has been unable to ascertain how the extreme 
ends of the chains are fastened. It is presumable they are held 
by cross-bolts behind the abutments. 

H 4 



104 DESCRIPTION OF THE 

each side of the carriage-way (see fig. 4.) ; and un- 
derneath each of these beams another longitudinal 
line of beams is placed, bolted to the upper one by 
bolts passing up between the cross joists. The space 
between the longitudinal beams, for the carriage- 
road, is filled up by a course of 4-'inch longitudinal 
planking, arched upwards to the curve of the section 
of a road, and the space between them and the cross 
joists is filled up by cross pieces laid on them. A 
longitudinal beam is bolted also to the cross joists 
above them, outside of each footpath ; and the plat- 
form is further stiffened by diagonal beams, extending 
underneath it from joist to joist. 

For the footpath, a course of 2-inch planking, is 
laid crosswise over the longitudinal beams that rest 
on the cross joists. 

The clear width of the bridge between the parapets 
is 25 feet 8 inches ; viz. the carriage-way is 17 feet 
8 inches broad, and each footpath 4 feet within the 
parapet. The extreme breadth of the bridge, from 
end to end of the cross joists, is 30 feet 8 inches. 

The parapet consists of a strong longitudinal rail 
of wood, 5J inches broad by 7i inches deep, sup- 
ported upon hollow iron pillars (see figs. 3. and 4.), 
the same distance apart as the suspending rods. This 
rail extends between the two chains on each side of 
the bridge, so that the suspending rods go down, 
alternately, inside and outside of it, but they are not 
attached to the parapet. The iron columns are 4j 
inches diameter outside at the top, and 5^ at bottom, 
with a square foot cast out of the bottom, to stand on 
the longitudinal joist that extends along the outer 
edge of the footpath ; and a long bolt goes down 
through each column, with a countersunk head in 
the top rail, and passes between the cross joists, to 
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which it is made fast by a nut screwed up against a 
cast iron plate laid under them. 

The platform vibrates very considerably when a 
carriage passes along it, and even with a horseman, 
notwithstanding the apparent stiffiiess and solidity of 
its construction, because the deflection is too great. 
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PONT D ARCOLE, AT PARIS. 




120. This bridge is erected across the Seine, at 
Paris, opposite the Hotel de Ville. The chains are 
carried over a central pier built in the middle of the 
river (see the annexed sketch), and over two small 
iron frames, a a, fixed on the quay-walls, forming 
thus two semicatenaries, the chord of each of which 
is about 125 feet. 

There are two chains on each side, each chain con- 
sisting of two sets of rods, 10 feet long and 1| inches 
in diameter, connected by coupling plates and bolt- 
pins. The total section of the chains is, therefore, 
2'68 square inches + 8 = 21*44 square inches. The 
vertical suspending rods are 1 inch square : at the 
upper end they spread into a fork, which embraces 
the middle coupling plate between the two rods of 
each chain. 

The parapet is of cast-iron, composed of upright 
rods 1 inch square, united by a top and bottom hori- 
zontal rail, and intermediate vertical round rods | 
inch diameter. 

121. The central pier is of stone, about 20 feet 
high from the platform to the cavities for the chains ; 
25 feet broad at the level of the road, and 10 feet 
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thick; with an arched opening through it 9 feet 
wide. 

The holding bolts, which retain the chains to the 
short iron frames a a, are 6 inches in diameter. 

The deflection, and consequently the vibration, of 
the chains, are very great. 



DESCRIPTION OF. 



BRIDGES MADE OF WIRE CABLE 



122. Messrs. Seguin, of Annonay, were the first to 
introduce wire suspension bridges on the Continent. 

They began by constructing a model of 62^ feet 
span, and 2 feet wide. The platform was supported 
by six cables, made of eight wires, each -047 inches 
diameter. 

123. In 1823, they proposed to the French go- 
vernment a design for a large bridge of two open- 
ings, each of 278 feet, at Toumon, over the Rh6ne ; 
and, in order to obtain experimental data for their 
work, they erected a small iron-wire bridge, at Saint 
Vallier over the river Galore. (See the annexed 
sketch.) 




The span (centre and centre of the piers) of the 
bridge of St. Vallier is 98'4. feet. The breadth 5i 
feet; deflection 7j feet. The platform is 16-40 
feet above high water. The supporting cables pass 
over suspension pillars a 7i feet high, and 9i inches 
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square ; and their ends are linked to iron rods, which 
are fastened to oak beams laid across in the masonry 
of the abutments, at the back of a large stone, d. The 
piers, 6, are 16-40 feet high. The breadth at the 
level of the platform 10*49 feet ; thickness at bottom 
4-92 feet ; and at top 3*28 feet. They join up at the 
sides to wing- walls, c, 3*28 feet thick at the base, 
and 1 *64 feet thick at the top. 

This bridge was loaded with 2500 kil. of gravel, 
and 70 persons = 4200 kil. = 67OO kil. = about 7 
tons, without injury. 
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PONT DE TOURNON, CONSTRUCTED BY MESSRS. SEGUIN, 

OF ANNONAY. 



124. The bridge of Toumon, across the Rhone, 
between Tain and Toumon, was the first large wire 
suspension bridge erected in France. 

The design was given in to the Conseil des Fonts 
et Chaussees in September, 1823, and accepted.* 

The works were begun early in 1824, and the 
bridge opened in August, 1825. 

The annexed figure is a sketch of the Pont de 
Tournon. It consists of two openings, each 278| 
feet wide. 




125. The abutments are 29^ feet broad by 23 
feet thick, at low-water line. The opening through 
them for the road is 13 feet Ij inch wide by 19 feet 
8 inches high. 

The central pier is 36 feet 9 inches wide by 16 feet 

^ In France, the roads and bridges are under the superin- 
tendence of the government engineers; and designs are re- 
ferred to a board, composed of those of the highest rank, before 
they can be carried into execution. 
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5 inches thick at the level of the roadway, with starlings 
projecting out on each side, and rising 25 feet 7 
inches above low water. The opening through it, 
20 feet 4 inches wide. 

126. The platform is IS feet 9 inches wide be- 
tween the parapets; but it begins to widen at 59 
feet from each side of the central pier, and spreads 
out to the width of the opening through that pier. 
It is divided into three parts, viz. a central car- 
riage-way, 7 feet 7 inches wide, and two footpaths. 
It is composed of oak cross bearers, 16 feet 5 inches 
long. 111 inches deep by 6i inches broad, placed 3i 
feet apart centre and centre. It is 25J feet above 
low water at the middle, and 18 feet 7i inches at the 
ends. 

For the carriage-way a course of S-inch planking 
is spiked down to the cross beams ; and then over 
that a course of cross planks of poplar, 2§ inches 
thick. 

The footpaths are raised above the carriage-road 
on the two lines of longitudinal fir-beams, 5| inches 
by 1 1 inches, bolted on the cross beams, and covered 
with oak planks 2f inches thick. 

The parapet is 4 feet above the footpath, formed 
of oak rails 4 inches by 91 inches, and diagonals 4 
inches square. 

127. The main cables are twelve in number, six on 
each side of the bridge. Each cable contains 112 
wires of No. 18. viz. (3 millim. diameter = -0394 
X 3 z: ) -1 182 inches diameter. They are put together 
in three lengths, each of 98 feet 5 inches. The 
ends are made into loops, and coupled by 56 turns 
of wire passed round two cast-iron sockets, or half 
puUies, fitted into the loops. The cables are placed 
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side by side on the summits of the abutments ; the 
two inner cables being there 17 feet 4 J inches apart ; 
and the outer ones 21 feet 3f inches apart. Hence, 
as the platform is only 13, feet 9 inches wide, the sus- 
pending wires are not quite verticah 

The cables are carried down vertically from the 
summits of the abutments close behind them at the 
Tournon end of the bridge* They are fastened to 
long iron open links, made of bar iron, 1-18 inch 
by 2 inches. The lower ends of each set of links are 
retained by horizontal keys, held down to the rock at 
one end by iron cramps, and at the other, by blocks 
of granite laid in the foundation. 

On the summits of the abutments, the Cables are 
fastened to a strong bolt, put through a cast-iron 
saddle, 4 feet long, 1 foot 7i inches broad by 1 foot 
7i inches thick, which is capable of rocking upon its 
bearings. 

At the Tain end there was no rock. A gallery 
of masonry, therefore, was formed, 4 feet 11 inches, 
high, covered by blocks of stone, with tunnels through 
them for the bars which were retained under the roof 
of the gallery by cross keys. 

On the summit of the central pier the cables pass 
over a semicircular bed of masonry, extending all the 
breadth of the pier, and covered with sheet-iron. 
They descend thence to within 16 feet 5 inches of 
the lower course, and are there fastened to iron bars 
1*18 inch by 2 inches, which are keyed into the lower 

course. 

128. The following is M. Seguin's statement of 
the strength of the parts, and the strains they aref 
exposed to : — 
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Tons. 

Weight of Platform ... 69 
Strain that it brings on the abutments 98*6 

Resistance of the central pier - - 197'2 

Ditto, or breaking strain of cables - 443*7 

The vertical cables would bear - 3549*6 

The abutments would resist a strain of 591*6 

The bridge was tried before being opened, and 
bore, without injury, in dead weight, 65,900 kil. 
on one opening = 65 tons ; and afterwards 61,250 
kil. = 60i tons in dead weight, and 7900 = 7*8 tons 
in people.* 

The total load, therefore, was 60i +7*8 = 68*3 
tons + the weight of the bridge 69 tons = in all 
137*3 tons. And the deflection being Tith of the 
chord-line, the tension is about 1 -46 times the weight. 
Hence the strain on the cables and on the abutments 
is 137*3 X 1-46 = 200 tons, or -^th part of the 
breaking strain of the cables ; and a little more than 
^ of the resistance stated for the abutments. 

This bridge is 13*75 feet broad by 278*75 feet 
long = 3832 square feet; and could contain, therefore, 

* This was the proof load required by the government. The 
standard proof for suspension bridges in France being 200 kilo- 
grammes per square metres which amounts to about 41 lbs. per 
square foot. In this country, bridges are generally expected to 
cairy a greater load than that. The standard adopted in the 
calculations throughout the work for the load that a large bridge 
may have to bear, is at the rate of 70 lbs. per square foot of the 
platform, viz. one person for .every two square feet of surface^ 
averaged aJt XM^Vbs, weight per head* It is presumable, that, in 
France, the bridges being more immediately under the control 
and inspection of the government, they will not permit them to 
be loaded beyond their own standard. Tlierefore, in judging of 
the strength of bridges in that country, we must consider it in 
reference to the load they are intended for. 

I 
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3 8.3 



^ = 1916 persons, which x 140 lbs, zi 26,824 lbs. 



= 119-7 tons. 

The entire strain might therefore be, in deadweight, 
119-7 tons + 69 = 188-7 X 1-46 = 275-5 tons, or 
YT^ of the breaking strain of the cables, and rr~ of 
the stated resistance of the abutment. 
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SUSPENSION BRIDGE, MADE OF IRON WIRE, AT GENEVA. 



Ground Plaii of the Piers. 
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Elevation of the Wire Bridge at Geneva. 




129. The bridge (shown in the figure above) 
crosses the double ditch of the fortifications at Ge- 
neva. It is made entirely of small wires laid together 
side by side, and bound up into small cables, by wire 
wound spirally round them. It was erected under 
the direction of Col. Dufour, an officer of engineers. 
The estimated expense was 16,000 francs (640/.), and 
the real cost a very little more. 

The entire distance between the bastion of the 
inner wall at a, called le Bastion du Piriy and the 
opposite bank of the outer ditch, is 268f feet. The 
inner ditch is 109 feet wide, the outer one is 75i feet 
wide, and the embankment or counterguard between 
the two is 82i feet wide. The breadth of each open- 
ing is 131 feet clear between the piers. The platform 
of the outer opening is 91 feet long, although the 
ditch is only 75i feet wide, because the bank of the 
ditch slopes. See the figure. The piers are built of 
masonry. They are 13*12 feet high from the ground, 

I 2 
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and 12 J feet broad, with openings through them 6 
feet wide and 10 feet high. 

The foundations are laid upon piles about 12 feet 
long. The platform of each opening is supported by 
six cables, each containing 90 wires of No. 14. wire, 
viz. 2*10 millimetres z= 3*464 mill, sectional area, 
or, in English measures, -082 inches diameter, and 
•00528 inches sectional area. Hence the entire 
section of wire in the bridge is 90 x 6 x -00528 square 
inches, = 2*85 square inches. 

Colonel Dufour found the breaking strain of 
No. 14. wire 209 kilo. ; whence the ultimate strength 
of the six cables is 209 x 6 x 90 = 112,860 kilo. 
X 2-21 lbs. = 249,420 lbs. = 1 1 li tons.* If we take 
the standard, deduced from Mr. Barlow's experiments 
{vide ant^y p. 16.) 38 J tons per square inch for the 
ultimate strength of iron-wire, we have 2*85 square 
inch. X 38*5=:109f tons. The accordance of these 
two results, obtained by separate and independent ex- 
periments, is a confirmation of the correctness of each. 

130. The main cables pass over the pier in grooves 
formed in bed-stones laid on the tops of the piers, 
3\ feet long, 2*624 feet wide, and 2i feet thick ; 
the edges of the grooves are rounded off where the 
cables come on them, and are covered with a thin 
brass plate. The ends of the cables at the town end 
of the bridge are fastened to vertical bars 7^ feet long, 
and 1 1 inches square, which descend close against the 
back of the pier ; their lower ends are linked to ho- 
rizontal bars 2 inches deep by 1*36 inch broad, and 
S^ feet long, laid on edge in the foundations of th?B 
pier ; the backstays being thus carried down perpen- 
dicularly, this pier has to bear all the drag of the 
bridge to pull it over : and is made larger and stronger 

* One kilogramme = 2*21 lbs. avoirdupois. 
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than the other in proportion. (See the figure.) At 
the opposite end of the bridge, the cables are fastened 
to inclined bars also If inches square. 

The cables are in several lengths, viz. : there is one 
long cable extending across each opening, and three 
short ones over each pier. The latter may, in fact, 
be called adjusting links, inasmuch as by varying their 
lengths the main cables were adjusted ; for the three 
cables on each side of the bridge are placed side by 
side on the tops of the piers, in order to avoid the 
complication and expense of having a saddle for each 
cable. But their position is altered on quitting the 
piers, viz. : they are brought nearer together sideways, 
and one under the other, as they approach the middle. 
For that, it was necessary for the cables to be of dif- 
ferent lengths, which were adjusted by varying the 
different lengths of the short connecting cables that 
lie on the tops of the piers. The ends of the 
long cables are fastened to the short ones by links 
made of wires (see the figure below) ; loops at the 
ends of the cables are made like the loop of a cord, 
by simply turning the wires back upon themselves, 
and then binding the loose ends and the cable to- 
gether by a wire wound tight round them at a a. (See 
the sketch.) 

Plan of linking the Cables together. 




The cables I and links L are united by bolt-pins, 
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made hollow, that they may be of large diameter 
without being heavy. 

N. B. — Col. Dufbur tried various ways of fastening the cables 
together, and ultimately selected this as the simplest, and, at the 
same time, sufficient in strength, the cables breaking before the 
fastenings would untie. He found that, with No. 14. wires, thus 
bent into a loop, and bound round with annealed wire of No. 4w 
strength (viz. : O0335 inch, diam.) over 2 inches of the length 
of the cable, the fastenbg did not yield, even when it was covered 
with oil. 

Where the cables are looped round the ends of 
the iron bars for the back-stays &, a small semicircular 
brass washer, a, is interposed to prevent the wire 
being bent too abruptly. (See the sketch annexed.) 




131. The platform consists of cross joists, sus- 
pended from the main cables by short vertical cables, 
each containing 12 wires. The upper ends are 
looped round the main cables, and the ends tied 
round by a wire in the way described of the loops at 
the ends of the cables, and the lower ends are simply 
looped round the ends of the cross joists, and ^sdso 
tied. 

The cross joists are 7i feet long, 5i inches deep 
by 4i inches broad, and 4^ feet apart centre and 
centre. On them are laid five longitudinal beams, 
6 inches deep by 4i inches, and over those a course . 
of li-inch planking. 

The parapet is 3 J feet high, composed of upright 
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rods of iron |-inch diameter, with a top rail.|-mchi ^ 

diameter, and two other rails of flat iron J, of m 

inch by a :J of an inch. The parapet is inside of the 

suspension wires, to guard them against injuryt ^ 

The platform is steadied beneath by diagofaal ties, 

about 25 feet from each end, one end fastened to the 

platform, and the other to eye-bolts let into the walls .. 

of the ditch. 

132. The load on the larger opening is thus calcu- 
lated by Colonel Dufour : — 

KUo. Lbs. 

160 Persons - - 10,500 = 23,205 

Weight of bridge^ plat- 
form, &C. - - 7200 = 15,912 
Chains, &c - - 700 = 1547 
Chance Load - - 100 = 221 



18,500 s 40,885 =: 18^ tons. 

^ The ang^V^ direction of the chains is IQ""* and the 
tension for that angle is about V6 times the weight 
= 271 tons. 

The ultimate strength of the cables is, as we have 
seen, 11 H tons, and they might be safely loaded with 
one third of that, or 37 tons, instead of 27i* 

N. B. — The platform of this openmg is 110 feet long by 6 J 
feet broad = 715 square feet. Taking, therefore, our standard 
o^ 70 lbs. per square foot, it might happen to be loaded with 
SOydSO lbs. =z 22^ tons ; the weight of the platform apd 
chains, &C., being a little less than eight tons. The total weight 
sysjp^i^ded would then be 30^ and the tension 45^ tons. 

jThis bridge vibrates very much, from the great slackness and 
ligiitnesi^ ot the construction. It is well adapted for its purpose, 
beuikj^ intended only for foot passengers, but it would be danger- 
ous to allow it to be completely loaded, or to allow more than 
50 men to march over it in step. 
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EEJSPENSION BRIDGE AT AROENTAT OVEB THE RIVEft 
DOHDOGNE, EKECTED BY UON9. L. T. VICAT* INGBNIEUR 
EN CHEF. 



IxiDgitudiDal Sectiaa. 




133. The platform is (100 metres) 328 feet long, 
and 13J feet wide ; viz. the CMriage-road is 7 J wide, 
whit a footpath of 3 feet on each side. 

It is curved upwards at the rate of 1 inch for 
every 100 inches. It consists of 101 cross joists 
3-28 feet apart centre Mid centre, 7| inches by 9i 
inches, and 16 feet long. On those are laid four 
courses of beams on edge, 3i inches broad by Sj 
deep, forming the boundaries of the carriage-road 
and of the two footpaths. 

The parapet consists of two horizontal rwls of 
wood, 3i inches broad by 8^, united by diagonal 
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braces, and bolted to the wood-work of the platform 
by |-inch bolts. 

The framing of the platform is covered with one 
course of 1^-inch planking, for the footpaths, laid on 
the longitudinal beams. For the carriage-way by a 
course of 3-inch planks, laid on the cross joists, fths 
of an inch apart ; and over that a second course of li- 
inch poplar-wood planking, nailed crosswise over the 
longitudinal planking. 

134. The platform is suspended from the main 
cables, by 101 vertical suspending cables on each side, 
composed each of 40 wires of No. 18. strength, viz. 
of 0*11808 inches diameter. Their upper ends are 
attached to 6 cables on each side of the bridge. The 
chord-line of the cables is 350 feet 5 inches. On 
the summits of the piers they lie side by side ; but, 
as they approach the middle, they are brought one 
under the other, so that they have all different de- 
flections. The deflections are as follows : — 

Feet. 



the upper one. 


- 


22 


second 


* 


28-42 


third - 


. 


24-21 


fourth 


- 


24-98 


fifth - 


- 


25-75 


sixth 


• 


26-5 



The number of wires composing each cable, is ac- 
cording to its deflection ; viz. — 

The upper one contains 216 

second - - 210 

third - - 202 

fourth . . 196 

fifth - . 190 

sixth - - 186 
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•Tba cables pass away towards the fastenings from 
the summits of the suspension pillars, at an angle of 
45®, and, just before entering the masonry, are linked 
with short links and bolt-pins to long curved iron 
links, which lie against an arch of masonry (see the 
figure), and are fastened to another set of long links, 
the ends of which embrace a cast-iron anchor (see 
the figure) let into the solid of the masonry. 

The main piers are of the shape and dimensions 
shown by the drawing (figs. !• and 2.). The whole 
of the masonry is composed of schistus of middling 
hardness, cemented with mortar made of hydraulic 
lime and river sand. The only part where blocks of 
stone are used is where the chains bear against the 
masonry in the abutments. (See the figure, p. 120.) 



Cable. 



Fig. I. 



Fig. 2. 




Longitudiaal 
section. 



Cross section. 



Each of the cables, at the points of suspension, lies 
upon a sort of carriage of rollers (see the figure above), 
viz. a cast-iron bed, a, with an arched upper surface, is 
bedded in the top of the pyramid ; on this are riveted; 
side by side, six iron plates; on which are laid, under 
each line of cables, fourteen small cast-iron rollers 
(5 centi-metres i=) 1-970 inches diameter, 2t^ iufch^s 
apart, centre and centre, kept apart by iroii "plates 
fitted on to their necks. Over the rollers are laid 
thin iron plates, and on these the cables lie. (See 
fig. 1.) Hence the cables can move a little endwise, 
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^z. about 4 inches oyer the tops of the pyramids, 
without injuring the masonry. 

135. Before being opened, this bridge was proved, 
according to the government standard of 200 kilo, 
per square m^tre, or 41 lbs. per square foot, by load- 
ing it with sand in three successive loads, in all 
84,000 kils. = . . . . tons 83 

the platform itself, and cables &c. are estimated at 105 



Total 188 tons. 

The first load was about 21 tons, and produced a 
deflection of If inches. The second made up 41 
tons, and produced an additional deflection of If 
inches, and with the whole load the platform had 
sunk 7i inches below its original level. 

The platform rose as the load was removed, and 
when the load was all taken ofi*, had risen to within 
2i inches of its proper level ; and the next day it had 
risen to within 1 j^ inch. 

The deflections of the main cables being different, 
their tensions are consequently different. To cal- 
culate, however, for example, the strain on the upper 
pair of cables. Their deflection is ^^ = ry-Wth of 
the chord-line. The tension at the points of sus- 
penjsion, with that deflection, is 2-041 times the 
\f^edght : and as the two upper lines of cables have to 
boac.oqly fth of the whole weight, the strain on them 
'm,^ zz 31-5 which x 2-041 zi 63-88 tons, or nearly 
32 tons on each of those cables. Now each contains 
.216 wires of No. 18. viz. -1181 inches diameter ; or 
(-011 square inches x 216) rz 2-376 square inches 
of iron wire in each cable. 

Mons. Vicat states the ultimate strength of the 
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wire used, from experiment, 1165 lbs., which is at 
the rate of 47 tons per i^uare inch. Hence the ul- 
timate strength of the cable would be (2-376 x 47 = ) 
111*67 tons, and the stretching strain one third of 
that, or 37*2 tons. 

The cables will therefore bear safely more than 
their proof load.* 

These trials were made in September, 1829, and 
the bridge was opened in the latter end of that 
month. 

• It would be very desirable to try, experimentally, the ulti- 
mate strength of a cable oftoiresy and to compare the result with 
the ultimate strength of the wires themselves ; for it is much 
to be doubted whether a cable possesses the strength that is 
computed for it by taking ike number of wires and mtdHplying it 
by the strength of each individtud wire. 
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BRIDGE AT JARNAC, COHSTRUCTED BT MON8. J. P. QUBNOT. 

136. The town - of Jamac is built on the right 
bank of the Charente, and has considerable trade 
with the town of Cognac, in distributing the famous 
Cognac brandies through the interior of France. 

Before the erection of the suspension bridge the 
communication was kept up by a ferry, frequently dan- 
gerous, and sometimes impassable; and several at* 
tempts had been made by the government engineers 
to have a stone bridge erected, but the expense pre- 
vented their proposals from being acceded to. 

A design for a suspension bridge of iron-wires was 
afterwards proposed by Mons. Quendt, and adopted, 
and the excavations for the foundations of the main 
piers were commenced in May 1826. 

The drawing below contains an elevation and plan 
of the Jamac bridge. 
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Under the bed of the river, and a great part of the 
banks, is a stratum of calcareous rock, disposed as 
shown by the drawing. 

Tlie whole of the masonry on the left bank is 
founded on piles* On the right bank only the main 
pier is built on piles ; the remainder on a framework 
bedded on the rock. 

137* The piers stand each on seventy-eight oak 
piles, driven into the ground 10*8 feet, about 1 foot 
diameter, and 4 feet apart, centre and centre. 

The piles were cut off at 1 -8 feet below low-water 
mark, and over their heads were bolted longitudinal 
and cross beams 30^ feet long, and 1 foot square, 
making thus a framework with square openings 
about 3 feet square, which were filled up with rubble. 

The piles for the back or wing walls are eighteen 
in number, extending along in two lines, each covering 
a space of 43| feet by 4i feet. 

And the piles for the masonry to which the chains 
are fastened are in two rows, covering a space of 28^ 
feet by 7i feet. 

The basements of the suspension piers are 21 -8 
feet high above the framework of their foundations, 
and 20 feet above the low-water-line. They are 404 
feet wide at the base by 18 feet thick, and 34^ feet 
broad by 12i feet thick at the top, the front face 
sloping upwards from the water. (See the figure.) 
The external walls are built of close masonry, iiie 
interior of rubble, and they contain 3916 cnl^c feet 
of stonework, and 7356 cubic feet of rubblev^rk. ' 

The ends of the chains are fastened at tsch end 
of the bridge into a well of masonry 37 feet high. 
The mean breadth is 7i feet, and the mean length 
18 feet. The wells are formed by four walls, leaving 
an opening 3i feet square. At the bottom is a stone 
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containing 77i cubic feet, with a hole made through 
it, for the chains to pass through, 8i feet by 4 
inches. This stone is fastened down by strong u-on 
cramps to the framework on which all the masoltiry of 
the aJbutments stands, and which contains 4787 cubic 
feet. The curve against which the chains lie is 7i 
feet radius, beginning 21^ feet above low water, and 
formed of two blocks of stone. In front of the wells 
is built an oblique buttress, or wall of masonry (see 
the elevation), as far as the base of the main piers. 

The columns over which the cables pass are four in 
number, viz. two on each pier, 30^ feet high ; and 
are 8*87 feet thick in the direction of the line of 
road, by 12 feet broad. They are built entirely of 
blocks of 8tone» and contain each ^027 cubic feet of 
stone. 

138. The main cables are formed of wire. No. 18. 
viz. *1181 inches diameter, and 0*011 inches sec- 
tional area. 

Before using the wire it was left for an hour in 
a cauldron of boiling linseed oil, thickened with li- 
tharge and a few ounces of soot. When taken out 
it was hung up in bundles, and dried in three or four 
days. 

Each cable contains 300 wires, laid side by side, 
and bound together at intervals of Si feet by a bind- 
i|]g of smaller wire wound round about 4 inches length 
,i<>f the cable. 

J, ;: The cilWes were made by four men, carrying a reel 
fullf'.pf 'Wir^ backwards and forwards between two 
fjS^^ce^' posts,, stretching and fastening one wire at a 
jliOfe ; and so laying 300 together parallel to each 
.'Othet, taking care not to twist any, and that they 
"^ dboujld all, be equally deflected from a straight tine. As 
ifiasitas the wires were' stretched and straightened, a 
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man followed, covering them with varnish made rf 10 
parts of turpentine, 8 parts of litharge and linseed 
oil, and 16 parts of resin. 

139. The platform (see the following sketch) is 
borne upon cross beams. The difficulty of procuring 
good wood of sufficient dimensions prevented their 
being of one piece ; they were therefore framed (as 
shown by the figure) of separate pieces of oak bound 
together by iron straps, covered over with pitch at the 
parts in contact. These framed cross bearers are 2*13 
feet deep by 1 foot, and their length is 28 i feet. 




On them are bolted four lines of oak beams, 9i inches 
by 71 inches, and about 1 6 to 19 feet long. Between 
these, for the carriage-way, is a course of 4f -inch oak 
planking; and over that, to protect it, a course of 
cross planking of poplar Q^ inches thick, a thick layer 
of pitch being inteiposed between the two* 

The upper rail of the parapet is 7 inches by 8^ 
with vertical standards and diagonals Si by 2i. 

140. The chains pass over cast-iron supports placed 
on the tops of thecolumns. These are a sort of grooved 
sectors (see the following figures), fitted each on a semi- 
cylindrical bar, cast out of a bed plate 34 feet by 
1'312 feet at the base, and 3^ inches deep in the 
middle. The supports can thus move backwards and 
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forwards a little on their semicylindrical axes, ahd 
allow for a little play in the cables. 



Edge view. 



Front view. 



^^ piiiiiiiiniiifliiiim 



Plan of the cast- 
iron plate. 



HC 



Plate. 




Cables. 



i 'k 



T 



The cables were each 
made in six lengths, 
or links. The extremi- 
ties werepassed through 
two holes 18 inches 
long by 3i inches "wide, 
in cast-iron plates 4 feet long by 2 feet wide, and 
93 inches thick (see the figures); one such plate 
being placed in each of the wells under the large 
stone. The end of each cable is looped round a half 
pulley of iron, through which is put a cross key bear- 
ing against the holding plate. The opposite end of 
the cable was raised by men placed on the top of the 
suspension column, by means of a rope and wind- 
lass, up to a (see the elevation, p. 125.), and there 
united by iron keys to the next piece lying over the 
suspension columns. 

The third piece of cable reached thence to the mid- 
dle of the bridge, and the two loose ends were united in 
the middle by means of iron clamms (see the figure 
below), which laid hold of them ; and were brought 
together by a pair of ^rews, a, imtil the cables were 
strained to the proper tension. The loop ends of the 
cables were then bound together by as many turns of 
wire as the main cables themselves contained. A 
scaffolding 6h feet square was erected in the middle 

K 
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of the river for the men to work upon in these opera- 
tions. The twelve cables were got up in fifteen days. 

Side view of the damms for bringing the cables together. 




141, On the 2d of September 1827, the bridge 
being completed, was tried before being opened, by 
loading it uniformly with sand, beginning at the ex- 
tremities. The loading lasted four hours. As the 
weight was gradually increased, the platform was de- 
pressed J and, with a total load of IO6768 kil. = 
105 tons, sunk 3J inches. The load being removed, 
the platform had risen 2^ inches ; and, in about four- 
teen hours more, recovered its original position. No 
injury whatever was done to the bridge by this load* 



Calculation of the Strength of the Bridge. 

142. M, Quen6t estimates the suspended 

weight of the bridge itself, cables, keys, &c., Tons. 

and wood-work - 148,232 kil. = 147 

Load brought on it - - - - 105 

Total 252 



The chord-line is 2294 feet, and the deflection 
19 -68 feet, or TYT^gth of the chord line. The tension 
at the points of suspension for that deflection is about 
1*52 times the weight, and the strain on the cables is 
therefore (252 x 1-52 =) 383 tons. 

The main cables contain in all (300 wires x 1^ 
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cables x 0*011 square inches =) 39i square inches 
of iron. 

Taking the strength of the wires at the standard 
of 38J tons per square inch, the cables would bear, 
without injury, (39 X 12-8 =) 505i tons, or 122j 
tons more than the strain that the bridge underwent 
at the trial. And if, as may be presumed, the wire 
was as strong as the No« 18. wire used in the Ar- 
gentat Bridge (vide ant€j p. 124.), the cables would 
bear (39i x 15-6 z=) 6l6 tons of strain. 
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STEEL SUSPENSION BRIDGE AT VIENNA, OVER THE 

DANUBE^ 



143. The following account of this bridge is 
taken from a description published at Vienna, by 
Herr Ignaz Edlen von Mitis, who designed and 
erected it. 

It was begun in June, 1827, and opened June, 
1828. 

The span, or horizontal distance between the points 
of suspension, is 334 English feet ; and the middle 
deflection 21 -4 feet, or vTrrth of the chord-line. 

' loo 

The length of the curved chain is stated 339*17 
feet. 

The suspension piers are of masonry, both alike, 
40§ feet by 21-4 feet. 

The platform is 324-21 feet long, and 11 feet lOj 
inches wide. 

144. It is supported by two chains, each com- 
posed of four lines of steel bars in links of the same 
shape as in the Menai Bridge, 6*42 feet long, from 
centre to centre of the eyes, and 2-42 inches broad 
by 0*8 inches thick j united by steel coupling plates, 
and bolts 2-4 inches diameter. The section of each 
of the bars of the chains is therefore 1*936 inches ; 
and the total section of steel 1*936 x 8 = 15i square 
inches. 
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The estimated weight of the chains, Lbs. Avoir, 

coupling plates,and bolts is - 1 99836 

Vertical rods .... 2534 

Beams of wood for platform - - 13,705 

Planking .... 41,170 

Parapet, &c 10,358 

Total weight of the bridge* 87,603 

145. H. Mitis computes the load that may come 
on the bridge at the rate of about 15 men per square 
fathom, of 115 Vienna pounds weight each. The 
platform contains 93 square fathoms, — 

Hence the whole weight is 160,425 Vienna Tons. 

pounds zz: 176,788 lbs. avoir, or = - 79 

The weight of the bridge itself is 87,603 lbs. = 39 

Total 118 

The angle of direction of the chains is about 14^ 
25^ the sine of which is 0*24897- Whence the tension 
at the points of suspension zz ^^ — •^Vt%t rr 237 
tons. 

146. Now, as to the strength of the chains, Herr 
Mitis states that he found the strain that would stretch 
steel barSj hy an average of thirteen experiments^ 
z= 47,125 lbs. or 21 tons per square inch. The 
bars of his bridge were proved to 25 J tons per square 
inch, without being stretched thereby ; and the coup- 

* The measures and weights in H. Mitis' description, are 
given in Vienna measures, which have been converted into the 
corresponding English ones. 

The Vienna foot = 1»07 feet English. 

The Vienna pound = 1*102 lbs. English avoirdupois. 

The Vienna fathom = 6 Vienna feet (or 6'4?2 feet English)* 
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ling plates to 21 i tons per square inch. Hence all 
the bars of the main chains will bear 15-5 x 25*75 = 
899 tons without stretching, or 162 tons more than 
they will be loaded with. And as the coupling plates 
contain 19*37 square inches, they will bear 19*37 x 
21*5 z: 416 tons, or 219 tons more than they will be 
loaded with. 

147. H. Mitis' work contains a great many tables 
of experiments on steel, &c., and investigations on 
various points connected with suspension bridge build- 
ings ; and he appears to advocate the superiority of 
steel over iron as a material for suspension bridges. 
In this country the price would be a prohibition, 
even if it had all the advantages possible. But its 
chief apparent superiority, viz. strength as compared 
to weighty is not really an advantage, if it be used as 
a material for the chains of suspension bridges, be- 
cause weight and resistance to motion are, to a 
certain extent, desirable (as stated,, a/z^, p. 27.)- For 
the vibration produced on a very light but strong 
bridge, by a moving load greatly beyond its own 
weight, is far more dangerous to its stability, than an 
increase of its own inherent weight would be. In 
this steel bridge, for example, the weight of the 
chains is only 8 tons 1910 lbs ; and the total weight 
of the bridge is 39 tons. Now, the load estimated by 
H. Mitis is 79 tons, or above twice the weight of 
the bridge, and about 8f times the weight of the 
chains : And if we were to compute the possible load 
by the standard adopted in this work, viz. 70 Ibs.^ or 
0*03125 tons per sqimre foot^ the platform of this 
bridge containing 3855 square feet, might be loaded 
with 120 tons, or more than 3 times its own weight, 
and more than 13 times the weight of its chains. 

The practical effect of such an excess of lightness 



THE SUSPENSION BRIDGE AT VIENNA. 135 

is, in fact, felt in this bridge ; for H. Mitis says, him- 
self, that from that cause the bridge vibrates and 
swings during heavy winds, or under moving loads, 
more than he could desire ; and he admits it to be a 
drawback on the use of steel. 

When, therefore, from any special reasons, it is 
desirable to make a bridge very light in proportion 
to its strength, the chains ought to be tied together 
crosswise, as in the Menai Bridge, and steadied by 
under-ties ; and the parapets should be made very 
stiflP, if they cannot be made heavy. In fact, tendency 
to vibration miist be counteracted ; and if it cannot be 
counteracted by downright mass, it must be done by 
mechanical arrangement. 
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SECTION V. 

DESIGNS, AND BRIDGES IN EXECUTION. 

BRIDGE PROPOSED OVER THE SOUTH ESK, AT MONTROSE, 
BY G. BUCHANAN, CIVIL ENGINEER. 1823. 

148. A design was proposed, in 1823, by Mr. 
Buchanan, for a suspension bridge over the river 
South Esk, at Montrose, which, although it has not 
been executed, possesses some peculiarities that render 
it worthy of notice. 

The following are some particulars relating to it, 
taken from a report of Mr. Buchanan's, printed in 
the Edinburgh Phil. Journ. Nos. XXI. and XXII. 
1824. 

Span 420 feet. Deflection of the chains 60 feet, or 
Tth of the opening. Height of the suspension pillars 
60 feet above the roadway.* 

149. Main chains to consist of thirty-six single 
chains on each side of the bridge ; each chain formed of 
round rods 15 feet long and li inches diameter, with 

* Mr. Buchanan recommends this proportion for the deflex- 
ion in preference to a greater tension, as producing a diminution 
of expense, consequent upon the diminution of strain on the 
chains. We have no examples of large bridges built with so 
great a slackness of the chains. It draws with it a greater 
liability to vibration, and an increase in the height of the sus- 
pension towers. These things considered, it may be doubted 
whether the inconveniences of so great a deflection, would not 
overbalance its advantages. The vibration of the two bridges at 
Paris, described in the preceding section, is very striking, and 
may, in part, at any rate, be attributed to the great deflection of 
dieir chains. 
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a shoulder, Q inches diameter and li inches long» 
formed at each end. The rods to be coupled by cast- 
iron sockets, about 1^ feet long and 4 inches dia- 
meter, cast in two halves, or semicylinders, to fit the 
bars and catch against the shoulders, and the two 
semicylindrical sockets to be bound together by 
wrought-iron hoops. 

The thirty-six bars of each chain to be ranged so as 
to make a square of six single chains each way, forming 
a square of about 16 inches to the side, the couplings 
being about 5 feet apart on the length of the chains. 

The section of each chain would be 63i square 
inches ; consequently, the entire section of the support- 
ing chains 127 square inches. The section of the 
metal of the coupling sockets to be about five times 
that of the rods. 

150. TTie stispension pillars. Two pyramids at 
each end of the bridge, 50 feet high, 9 feet square at 
the bottom, and 4 feet square at the top, to stand on 
a pedestal 11 feet square and 11 feet high, the 
bottom of which would be level with the roadway. 
The pedestal to stand on a stone pier 12 feet square 
at the top, and 20 feet square at the bottom, which 
would be on a level with low-water mark. The py- 
ramids to be made of iron plates i an inch thick, with 
flanges, bolted and rusted together. The hollow 
space enclosed between the plates of the pyramids to 
be filled with stone.* 

The pedestal to be of stone ; the base or pier of 

* A similar plan has been pursued in the erection of the 
colossal statue of San Carlo di Borromeo, at Arona, in Pied- 
mont. The statue is between 60 and 70 feet high, and is made 
of copper plates riveted together round an internal column or 
core of masonry, to which the plates are fastened by iron-stan- 
chions. 
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ashlar. The pyramid to stand on an iron plate laid 
on the top of the pedestal ; the pedestal to stand also 
on an iron plate laid on the pier; and the pier to 
stand on a platform laid on piles driven hard into the 
ground; and one long chain to run right down 
through the whole, to bind them together in one 
mass. 

151. Fastenings of the ends of the chains'. Each 
rod to be fastened to a cast-iron bracket, bolted to the 
top of a wooden platform 20 feet square, attached to 
a series of piles driven hard into the ground, the fast- 
enings to be about 20 feet below the ground. 

The thirty-six bars of each chain to spread out as 
they approach the platform from their compact square, 
so as to cover the platform of 20 feet square, and then 
each rod to be attached to its bracket. The plat- 
form to be loaded with sand or gravel, to the amount 
of 500 to 1000 tons for each end of the bridge, viz. 
to be equal to the greatest load the bridge would 
have to bear. 

152. The load is estimated by Mr. Buchanan as 
follows : — . 

Computed load of iron in roadway, ^°"^ 

vertical rod, &c. - - - 180 

Gravel ... 220 

Chains - - 100 

And 7000 people, which it is assumed 

the bridge would bear safely, reckoned 

each at 150 lbs. ... 470 



Total 970 



The 4;ension of that load at the points of suspen- 
sion, with a deflection of ith, would be a little less 
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than 970 tons, viz. 970 X '99 = 960 tons. And 
therefore the chains would be strained at the rate f ^^ 
zz about 7i tons per square inch. 

153. TTie roadway to be 30 feet wide, clear of the 
chains and side rails ; two foot paths, each 4 feet 
wide, to be borne by cross joints of malleable iron^ 
5 feet apart, 3i feet deep in the middle, and well 
trussed, and also strengthened by longitudinal plates 
of malleable iron 2 feet deep. On the cross bearers, 
cast-iron plates i an inch thick to be laid, and on 
those, gravel or road metal 4 or 6 inches deep. 

The vertical suspending rods^ two |-inch rods 
on each side of the bridge, embracing the chains at 
the couplings, 5 feet apart. 

The height of the platform above high water is not 
named; by Mr. Buchanan's drawing it would be 
about 20 feet. 

And to allow ships to pass the bridge, a draw-bridge 
was proposed at one end, viz. The platform at that 
part to be made very light, and to open, and be lifted 
up about an axis in the pier, being drawn up by a 
rope passing over a pulley in each pyramid, wound 
round a barrel within the pedestal, and turned by a 
winch applied on the axis. The side rails or parapets, 
and the vertical rods, to be made at that part in two 
pieces, so as to fold up inwards on a hinge joint, to- 
wards the centre of the bridge. To stiffen the bridge, 
the vertical suspending rods, both in the central open- 
ing, and on the land sides of the pyramids, were to 
be tied together by a lacing, or sort of net-work, of 
wrought-iron rods. 
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DESIGNS FOR A SUSPENSION BRIDGE OVER THE AVON, 

NEAR CLIFTON. 

154. The position selected for a suspension bridge 
near Clifton is singularly adapted for a structure of 
that kind ; for the river Avon is there narrow, and 
enclosed between rocks ranging between 200 and 300 
feet in height, and not 800 feet apart at the summits. 
On one bank they rise up rapidly in wild rugged 
masses ; on the opposite they are less abrupt, and 
clothed with foliage. It would have been exceed- 
ingly difficult, if not impracticable, in this situation, to 
erect a stone or wooden bridge ; while, on the other 
hand, the success of the Menai, and other suspension 
bridges of large span, justified the expectation that 
one on that principle might be thrown across. 

155. In September, 1829, the persons interested in 
the erection of the bridge issued proposals for de- 
signs to be sent in, offering a premium for the best. 
A considerable number were accordingly prepared, 
among which one by Mr. J. Brunei was selected, 
and adopted for execution in March, 1831. 

156. The author is indebted to Mr. Brunei for 
the following dimensions of his intended bridge : — 

Feet 

The horizontal distance between the points of 

suspension - - - 700 

The deflection of the chains - - - 70 

The breadth of the platform - - 33 

It is divided into a carriage-way 20 feet broad, and 

two footpaths. 
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Height of the mam towers above the platform, 80 
feet. They are to be built of compact red sandstone, 
and are 52 feet broad, by 36 thick at the level of the 
platform. They thence rise up pyramidally. At the 
summit, the platform for the main chains to rest 
upon, is 30 feet broad by 20 feet. 

157. The platform is to be supported by four main 
chains, each composed of sixteen bars, 71 inches broad 
by 1 inch thick ; 18 feet long from centre to centre of 
the eyes. There are to be no coupling links ; but the 
ends of the bars to be linked directly together by 
bolt-pins 5 inches in diameter. 

The dimensions of the chains are diminished to- 
wards the middle of the opening, where they are T^th 
less in section than at the points of suspension. 
The entire section of the chains at the strongest part 
is, therefore, 7f X 64 zi 469 square inches 5 and, at 
the weakest, 458 square inches. 

The back stays are carried off at very nearly the 
same angle as the central chains ; and are to be car- 
ried down from the surface of the ground about 100 
feet, into the solid rock, to their fastenings. 

At the points of suspension, the chains are to pass 
over separate tables running on horizontal rollers. 

The height of the platform above high-water mark 
is 240 feet. 

The estimated weight of the sus- 
pended portion of the chains, in- ^^'s- 
eluding the bolts, &c. - - 1,200,000 
The weight of the roadway - 1,300,000 



Making the total weight suspended 2,500,000= 
1116 tons. 
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158, The weight with which this bridge may be loaded^ ex- 
clusively of its own weight, at the rate of 70 lbs. per square foot, 
will be about 700 tons. Total, therefore, 1116 + 700 zz 1816 
tons. With a deflection of -j^^th, the tension at the extremities 
is I'SIS times the entire weight, or 1816xl'313= 2384? tons 
for the greatest strain on the iron at the points of suspension. 
The section of iron is there 496 square inches, which will bear 
without injury 496 x 9=4464 tons, or 2080 tons more than the 
utmost strain in dead weight that it can be exposed to. 

159. A very bold design was also proposed by Cap- 
tain S, Brown. The dimensions of Captain Brown's 

bridge were to be, — 

Feet. 

Span . . - 780 

Height above high water 220 

Breadth of platform - 30 

Carriage-way - - 20 

Two footpaths, each - 5 

The estimated cost - - - S0,000A 
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PINDHORN BRIDGE. 



160. This is a bridge now in course of erection, 
and nearly completed, under the direction of Captain 
S. Brown, R,N., over the River Findhom, in the 
North of Scotland. The span is about 300 feet. The 
breadth of the platform is 23 feet : and the bridge is 
calculated to bear 250 tons in load, besides its own 
weight. 

The main chains will contain twelve lines of bars 
9 feet 8| long, out and out ; 4 inches broad by 1^ 
thick=: 49^ square inches of iron in all, united by 
coupling plates 18| inches long, and bolt-pins 2^ 
diameter. The coupling plates are 5f broad in the 
middle, and 7f broad across the ends, where the bolt- 
holes are drilled out, so as to allow 2| metal all round 
the holes. The ends of the main chains will be held 
by keys rounded on one side, 2 feet long, 3 inches 
broad, and 4 inches deep. The entire weight of iron- 
work suspended will be about 76 tons. 
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paorBssos hillinqtons design for great harlow 



161. The construction of this bridge was originallj 
undertaken by John Millington, Esq., late Professor 
of Natural Philosophy at the Royal Institidirai, who 
made out a design, in ISQQt for a suspension bridge 
at Marlow, to communicate between the High Street, 
Marlow, and the Bisham Road, in lieu of the old 
wooden bridge and flood bridge. 

Professor Millington's design was as follows : r^— 

Main suspension pyramids. Four cast-irpii towers, 

set upon stone pedestals, 9.% feet high above the tops 

of those pedestals. (See the annexed sketch.) The 




towers to be of the form shown in the sketch, and' 
of plates S inches thick, bolted together with li-inch' 
bolts. 

Main chains. The span or chord-line, from 
centre to centre of the towers, to be 219 feet, viz. 
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the river is 184 feet wide; one of the pyramids was to 
stand 10 feet away from the hank, and the other 1^ 
feet» and their bases are 10 feet square. 

The main chains to be eight in number, on each 
side of the bridge, arranged in pairs, one under the 
other, viz. two on each side of the bridge outside the 
footpath, and two on each side of a central carriage- 
way. 

Each diain to consist of two lines of rods of ham- 
mered iron, S inches diameter, 10 feet long out and 
out, connected by coupling links, and bolts Sf inches 
diameter* The eyes in the ends of the chain-rods 
to be bored out flat. 

The total section of the chains is, therefore, 4 X 
•7854 z= 3' 1416 X 16 = 50*2656 square inches. The 
stretching strain is 452*34 tons; and the ultimate 
strength 1357 tons. 

The deflection of the main chains to be 16 feet. 

The main chains to be carried over fixed cast-iron 
saddles, laid in cavities in the upper parts of the py- 
ramids, fixed to them by dovetailed tenons formed 
on the ends of the saddles, fitting into dovetailed 
mortises cast in the plates of the pyramids. 

The back stays were to be carried down at an angle 
of about 30 degrees, through a brick tunnel, about 
55 feet long from the surface of the ground, built 
on a broad foundation bed of stone-work, arched 
gently from the fastenings, up to the pedestals at the 
level of the ground. 

The ends of the chains were to pass through a 
cross wall of stone, about 3i feet thick, built across 
the lower end of the tunnel, and were to be held by 
bolts against a retainiqg-plate bedded against the 
back of the cross wall. 
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162. The platform to be 30 feet wide, viz. one 
carriage-way 20 feet wide, and two footpaths 5 feet 
wide ; to rise 2J feet in the middle, from the hori- 
zontal line ; to be 8 feet above the ground at the 
ends, and 12 feet above water-line, in the middle. 
To consist of cross joists, 12 inches by 5, suspended 
in pairs from the vertical suspending rods. 

On these were to be laid eight longitudinal beams, 
12 inches by 3, viz. one on each side of each foot- 
path, and two bolted together on each side of the 
carriage-road. Over the cross joists, between the 
longitudinal beams were to be laid courses of 20 feet 
3 -inch deals. On these felt soaked with vegetable 
tar, and over that a course of li-inch planking for the 
footpaths, and of 2-inch planking for the carriage- 
road, spiked down to the under platform. 

The parapet to be a wrought-iron railing, consisting 
of vertical standards connected by a top rail and dia- 
gonal bracing, and fastened down to a cast-iron plate 
bolted to the cross joists, extending all the length of 
the platform. 

163. Professor Millington commenced the exe*- 
cution of this bridge, but relinquished it on under- 
taking the management of some mines in South 
America. The erection of the bridge was then 
placed in the hands of Mr. Tierney Clark, the en- 
gineer of the Hammersmith Bridge. 

The bridge now erecting at Marlow, under his 
direction, is totally different from Professor Milling- 
ton's design, and is nearly on the model of the Ham- 
mersmith Bridge, the main piers being archways of 
masonry. (See %. 1., Plate VII., which is a front 
view of one of the main piers.) 

The total length of the bridge, from end to end, 
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is 426 feet. The carriage-way is 20 feet broad ; and 
the footpaths 5 feet broad each. The height of the 
platform, above the water, 12 feet. There are four 
main chiuns, composed of flat bars. The deflection 
is 18} feet, and the section of iron in the chains 64 
square inches. 
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NORFOLK BRIDGE, AT NEW SHOREHAM, BUILT AT THE 
EXPENSE OF HIS GRACE THE DUKE OF NORFOLK. 



164. This is a very beautiful bridge, now in course 
of erection under the direction of Mr. Tiemey Clark. 

The general arrangement of the design is similar 
to that of Marlow and Hammersmith Bridges. But 
the architecture of the archways that form the main 
piers is altogether richer and of greater beauty. (See 
figs. 2. and 3., Plate VII., a front and end view of 
one of the piers.) 

The chord-line between the points of suspension is 
284 feet, and the deflection of the chains 20 feet 2 
inches = -h ith. The breadth of the platform within 
the parapets, 28 feet 6 inches. The carriage-way 20 
feet ; and two footpaths 4 feet each. 

There nre three lines of chains on each side of 
the bridge, containing in all a sectional area of 84 
square inches. The bars are 8 feet lOJ inches long, 
centre and centre of the eyes, and 6i inches broad by 
1 Jth inch thick in the body ; at the eyes they are 8f 
broad. The coupling bolts 2i inches diameter. At 
the points of suspension the chains lie on cast-iron 
rollers, lOi inches diameter, with wrought-iron pivots 
2| diameter. The links which lie on the rollers, are 
6i broad in the body ; and 9 inches at the eyes. 

The platform differs rather from the ordinary con- 
struction. The cross bearers are of cast-iron, 14 
inches deep in the middle, 10 inches deep where 
the vertical suspending rods are fixed to them, and 
thence diminishing to 6 inches deep at the ends ; 
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they are 1 inch thick, with a flange at top and bottom, 
and they are not supported from the chains at their 
extreme ends, but only on each side of the central 
carriage-road ; the footpaths, which are 4 feet wide, 
resting upon the projecting ends of the beams, be- 
yond their points of support. The usual double set 
of suspension rods, with all the consequent parts, is 
rendered unnecessary by this arrangement ; and Mr. 
Clark has found, by extensive experiments upon cast- 
iron beams, made for this purpose, that their strength 
can be sufficiently depended upon when thus applied 
to support the footpaths. 

The top flanges of the cross bearers have knobs cast 
on them, for securing the roadway planking, which is 
of oak, 3 inches thick ; and over that is laid another 
course of timber, alternately flat and endwise, of the 
grain upwards. 

In this bridge (and the Marlow Bridge) there is a 
central arched opening through the main piers, for 
the carriage-road ; and the footpaths are turned out- 
side of the piers (as shown in fig. 2.), projecting out 
beyond their sides, and supported upon proper cast- 
iron consols. 

The abutments are of solid work, consisting of 
brick and stone-work, weighing each 900 tons. The 
backstays go off from the main piers, at a different 
angle to the central chains, passing through tunnels 
in the abutments, and are fastened, at the back of 
them, against large cast-iron plates, by oval wrought- 
iron bolts, 7 inches by 3 inches. 

•The length of the platform is 268 feet, and the 
total weight computed to be suspended in the central 
opening, including the supposed load at the rate of 
62 lbs. per square foot of platform, is 356 tons. 
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SECTION VI. 

REMARKS ON MATERIALS USED FOB SUSPENSION BRIDGES. J 



Comparison of Wire leith Bar-iron as a Material for the 1 
Siq>poriing Chains of Siapemion Bridgei. 



165. Some of the French engineers appear to pre- 
fer wire to bar-iron for suspension bridges. The ] 
reasons they give are, that iron-wire is stronger 
than bar-iron ; that cables of wire can be put together 
more easily and rapidly than chains ; that it is more 
easy to ascertain whether it be sound or not ; and, 
lastly, that it is an easier operation to get wire cables ] 
up into their places than bar-chains. 

166. The facility of working wire without heavy 1 
machinery, and almost without any but the most I 
common tools, may render its use expedient under 
certain circumstances, viz. for a small bridge, and , 
where the engineer is deprived of mechanical aid; 
but it has many disadvantages, which would become j 
glaring if it were applied in the construction of a ^ 
large and strong bridge. 

First, although a single wire is stronger per square ] 
inch than a bar of iron, it is much to be doubted ] 
whether a cable made of wires is stronger than a bar- 
chain of equivalent dimensions, because of the in- 1 
equality of tension in the several wires, which throws I 
a greater share of strain on some than on others, 
and, therefore, reduces the effective strength of 
cable to that of a cable of less diameter. This 
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equality it is hardly possible to prevent, even if the 
wires are drawn, in making up the cables, to the same 
curvature that they are intended to have when in 
their places. 

Secondly, wires exposing a surface greater than 
bars of equal section, are more quickly destroyed by 
oxidation. A coating of varnish, it is true, may some- 
what preserve them ; but bars may also be preserved 
by varnish and painting, and are still, on that point, 
superior to wire cables. 

Thirdly, wires are very apt to' have kinks and 
bends in them, which cannot be got out without a 
very considerable strain * ; and, when that has been 
done, it is difficult to ascertain whether the wire has 
not been permanently injured at that part« The 
long bends, also, that are formed frequently in wire, 
can hardly be got rid of at all. The author has re- 
peatedly strained wire something less than i^th inch 
diameter, (the ultimate strength of which would be 
about 600 lbs.) to a tension of rrth of the chord-line, 
and then loaded it in the middle with a weight of 
130 lbs., and caused that weight to be jerked upon 
the wire, so as to produce a strain upon it very little 
short of its breaking strain, without being able to 
remove the bends that had formed in it. Wire will, 
in fact, often break before losing its bends ; and yet, 
if they are allowed to remain, be it ever so little, 
they of course impair the equality of strain upon the 
several wires that form the cable. 

Lastly, although a small cable is very easily got up 
into its place, it is so, not because it is a cable, 

* Mons. Vidit states, in speaking of No. 18. wire, the ulti- 
mate strength of which was 1 165 lbs., that it required sometimes 
from 116 lbs. to 350 lbs. to take out the bends. 
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but because it is comparatively small and light. BuBv 
a cable of large dimensions, say 8 inches diameteivl 
or more, would be by no means more easily manager 
in raisuig it than a bar-chain of equal section. The-I 
latter would, on the contrary, be the more flexible ofT 
the two. 

167' The ductility and manageableness of wire I 
in working it into cables, and in handling the cables # 
when made, have been also much exaggerated. 
Mons. Vicat, who, in building the bridge of Argen- ' 
t&t, had some experience in the use of wires, allows 
this, notwithstanding his final preference of wire. 
He says, " I had accustomed myself so completely 
"to look upon the flexibility of wire cables as like 
" that of hempen cables (that is, for moderate bends,) 
" and all I had read on the subject gave me so great ■ 
" a feeling of security, that I had never even given a ] 
" thought to the effect that would be produced on ' 
" the equal tension of the wire, by the new curves 
" that the cables would assume when raised into their 
" place. This effect is, however, immense." 

Elsewhere he says, after stating the defects of wire: 
" It may be taken as a standard, that a cable, properly 1 
" bound round, must be considered as having the 
" rigidity of a bai' of iron. Consequently, such i 
" cable cannot be rolled up, nor bent backwards and ^ 
" forwards. And, moreover, if it is beyond a certain I 
" length, and that not a very great one, it is hardly 1 
" practicable either to move it about, or to raise it up 1 
" into its place."* 

168. In fact, if wire must be used, it would bel 
better to form it into links of from 10 to 15 feetl 

• DgBcription du Punt Suspciidu a Arsfntfit, par L. T.\ 
Vicat, &c., p. 18. ' 
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long, and couple them with short links» either of wiira 
or iron, and bolts of large diameter, made hollow for 
lightness, in the way described, p. 117«9 for the 6^e- 
neva Bridge. 

All things, however, considered, it may be safely 
pronounced, that bar-chains are better adapted than 
wires for any thing beyond the size of a foot-bridge* 
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Of the Use of Wood for the Supporting Chauis of Suspension 



Bridges, 



169. The materials of which a suspension bridge 
is constructed, as well as its proportions, ought to 
depend upon the purposes for which it is intended. 
Iron is undoubtedly the best material for large 
bridges, destined for constant and heavy traffic ; and in 
this country iron is so cheap, and so readily procured 
in almost every part of the kingdom, that it will 
rarely be desirable to seek any substitute for it. 

But bridges are sometimes erected in remote 
places, particularly abroad, where iron and mechanics 
are not easily or cheaply procured, and where all that 
is wanted is an established passage, but not a bridge 
to bear any great load. It may, therefore, be useful 
to consider how far, on such occasions, wood could be 
substituted for iron. 

170. Wood, used as a material for making the chains 
of a suspension bridge, is in some respects superior, 
in others inferior, to iron. 

The advantages are, that, weight for weight, its 
absolute strength is greater than that of iron, and 
that it is worked more readily and with fewer tools. 

N.6. In the last section will be found tables of the strengths, 
both longitudinal and transversal, of various woods. From them 
it will be seen that the ultimate strength of cohesion of fir is 
12,000 lbs. per square inch = 5*35 tons, or about ^th of the 
strength of iron. 

The weight of fir is about ^^^th of the weight of iron : hence, 
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weight for weight, the strength of cohesion of fir is 2*4 times 
that of iron. 

The strength of ash is 2*8 times that of iron, 
ditto of oak 1-33 ditto ditto. 

171 • The disadvantages of wood are, that it is more 
likely to decay by exposure, and that it stretches more ; 
viz. it has been found by experiment, that fir will 
stretch about 20 times as much as iron, the sections 
being equal, and the strains being in proportion to the 
strengths. Hence, as the section of fir would require to 
be about five times that of iron to give equal strength, 
it follows that, with equal ultimate strength, main^ 
chains made of fir bars would stretch about four times 
ojs much as iron chains. 

17@« Many plans might be devised of fastening 
bars of wood together, so as to form a continuous 
chain of detached bars. They might be connected 
by iron coupling plates and bolts, like the bars of 
iron chains, a metal bush being put into the bolt- 
hole, to J)revent the iron bolt working against the 
wood. 

Or wood bars might be connected by forming their 
ends into either cones or wedges, and enclosing them 
between cast-iron sockets, made in two pieces put to- 
gether over the ends of the bars, and held by an iron 
band or hoop clasped round them. 

173. The following sketch shows a very simple 
method of fastening, which would be convenient for a 
military bridge, or any such temporary construction. 
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c No. 2. 

The bars of wood are to be made with tapering or 
wedge-shaped ends, and two of them being put to* 
gether, as shown in the sketches, to be bound round 
with good strong rope. Iron straps, with keys and 
keepers, would form a more complete fastening, but 
of course more expensive, and could not be got ready 
with so little workmanship. The bars dius connected 
cannot be drawn away from each other without burst- 
ing open the fastening. 

174. The author has tried this mode of fastening 
in a model 26^ feet span. (See the sketch below.) 
The bars of wood were 14 inches long, out and out. 
Of two kinds, viz. No. 1. (see the sketch.) of good 
pine, }-inch square in the middle, with solid wedge 
ends IJth inches deep, and li long. Some of the 
bars No. 1. were bound together with seven turns of 
common cord, of barely tlsths of an inch diameter ; 
others with iron wire : some had notches cut in the 
back, to receive the cord ; others were left quite 
smooth. 



=q 
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The bars (No. Q.) were of very common fir, 1 inch 
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deep by |ths in the middle, with solid wedge ends 2 
inches deep and 2 inches long. 

The bars No. 2. were all notched at the back, 
and bound together by 12 to 14 turns of cord. 

Lastly, one of the fastenings was made with a bar 
No. 1. and a bar No. 2. put together, and as the 
inclinations of their wedge ends were di£Perent, a 
couple of loose wood wedges, a, J, were driven in 
between them. The ends of the bars were tied to- 
gether with the 1*6 ths cord, a small piece of cord being 
also tied round at c, to prevent the loose wedge 
drawing out. The middle part only of the support- 
ing chain was made of these wood-bars, as will be seen 
by the sketch of the model ; viz. 4 or 5 feet in length 
on each side ; the rest was made of iron wires. 

The strains the model was tried with were as 
follows : — ' 
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SECTION VII. 

ON THE THEORY OF SUSPENSION BRIDGES, AND ON 
THE STRENGTHS OF MATERIALS USED IN CON- 
STRUCTING THEM. 

175. The curve formed by a heavy flexible chain 
hanging freely between two points is a catenary ; but 
when from the chains of a suspension bridge a heavy 
platform is suspended at equal intervals, the curve of 
the chains ceases to be a catenary, and assumes the 
form of a parabola, or approaches it so nearly, that it 
may be taken and computed as such. 

Strictly speaking, the curve of the chains of a 
suspension bridge is never either a catenary .or a 
parabola, but an intermediate curve between the two ; 
for it would be only a pure catenary if the weight of 
the roadway were so inconsiderable in proportion to 
that of the chains as to be taken for nothing ; and if, 
on the contrary, the weight of the chains were so 
much less than that of the roadway that the former 
might be taken for nothing, then only would the 
curve be a pure parabola. 

In practice, the curve is generally nearer to a 
parabola than to a catenary, and may be treated as 
such ; all the computations depending on the nature 
of the curve being much simpler when it is con- 
sidered as a parabola, than when it is taken to be a 
catenary. 

176. The practical points involved in the nature of 
the curve of the chains are : — 

I. The tension, or straioy produced by the suspended weight on 
any part of the length of the chains. 
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IL The exact deflection of tbe chains at any part from the I 
horizontal chord line; because tfaencc are ascertained the / 
proper lengths for the verdcal suspending rods. 

III. The effect of the suspended bridge and its load, in producing I 
horizontal draw and vertical pressure on the suspension piers. ^ 

The first and third depend on the angle of direction J 
of the curve, that is, the angle that a tangent to it at ] 
the points of suspension forms with the horizontal J 
chord-line. 

Within the limits of those curvatures that are ' 
usually given in practice to the chains of suspension 
bridges, the angle of direction of a catenary and of a 
parabola are so nearly alike, that it is of little con- 
sequence under which head the curve is classed. | 
Hence, tables of tensions, &c., c^idculated on the 8 
sumption that the curve is a catenary, may be used I 
for a parabolic curve, in all that relates to tfie effect o 
the weight in producing strain.* 

The second point is one of greater nicety ; because 1 
the parabola and the catenary are so far different in * 
curvature, that the deflections calculated for the one 
curve, will affect practically the lengths of the vertical 
suspending rods, if applied to the other. In reality, 
those lengths cannot be calculated with perfect ac- 
curacy, because, as before stated, the chains of a bridge 
are neither a pure catenary nor a pure parabola, and 
their curve varies in every case ; hence, when it i 
possible, the lengths of the vertical rods should be de- 
termined by experiment : when that cannot be done, j 
they may be calculated by approximation, by a rule I 
which will be given in another part of this section, I 

• The results will, of course, not he perfectly correct, but thf^ 
errors will be trifling; and a bridge ought never to be \ 
without a superabundance of strength sufficient to compensate! 

for tlitm. 
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aod the inaccuracies must be compensated for by^prac* 
tical means of adjustment. 



Of the Tension of the Chains. 

177- If a heavy chain were hung over two pillars 
of suspension, so as to form a loop, each side of which 
should be vertical, it is sufficiently obvious, that the 
tension, or strain on the iron at each point of sus- 
pension, would be just half the weight suspended. 

But whenever the chain is drawn up nearer to a 
horizontal line, then the tension at each point of sus- 
pension is more than half the weight of the chain ; it is 
greatest when the chain is drawn nearest to a straight 
line, and least when it is most deflected therefrom^ 

Also the tenuon cm the iron is different at every part of the 
length of the chain, whatever be its degree of curvature, being 
greatest at the extremities of the curve, or points of suspension, 
and least at its summit, or in the middle of the length of the 
chain. 

Measure of Tension. 

178. The tension of the chains at any point, 
whether the curve be a catenary or a parabola, is 
according to the angle of direction of that point ; viz. 

The tension at any point is inversely as the angle 
that a tangent thereto makes with the horizontal 
chord4ine. 

The tension at each point of suspension is : — 

The total length of the chain in feet or inches multiplied by tlie 
weight of 1 foot or 1 inch of the diain, divided by twice the sine 
of the lingle of direction of the curve at the extremities ; 

M 



16^ 



On the theory of 



And is expressed by the following formula : — 

A- *' 

2 sm. c 
A representing the tension at the point of suspension, 
h the length of the curve in feet or inches, 
/ the weight of a foot or an inch of the chain, 
c the angle between the tangent to the point of suspension 

and the horizontal chord-line *, 
A / is equivalent to the whole weight suspended ; hence, when 
the formula is applied to calculate the tension at the 
points of suspension in a bridge, the angle c, and the 
whole weight suspended being known, it may stand thus : — 



Formula I. 

The tension at the point 1 _the whole weight suspended 



of suspension 



2 sin. angle of direction 



179. The results calculated by this formula cor- 
respond, as will be seen by the following table, with 
those of experiments made by Mr. Rhodes, during 
the erection of the Menai Bridge, to ascertain the 
actual strain exerted in drawing up a chain weighing 
3599 lbs., with a chord-line of 570 feet, to difiPerent 
degrees of curvature, t 

Table A. 



Deflection in 
Parts of the 
Chord-line. 



1 in 13-26 
1 in 1 1-7 
1 in 14-2 
1 in 15*4? 
1 in 16-28 



Angle of Di- 
rection of 
the Curve at 
the Points of 
Suspension . 



about 16^46' 
do. 19° 
do. 15°57^ 
do. 14°38^ 
do. 13°52^ 



Tension at the Point 
of Suspension found 
by Mr. Rhodes*s Ex- 
periments. 



1*7 times weight 



1-51 
1-82 
1-95 
2-04 



do. 
do. 
do. 
do. 



Tension at the Point 
of Suspension com- 
puted by Mr. Bar- 
low's Formula. 



1*73 times weight 
1*54? do. 

1-82 do. 

1-97 do. 

2-08 do. 



♦ See in Barlow on the Strength of Timber, Appendix ; In- 
vestigation respecting Suspension Bridges. 

f For a Table of Mr. Rhodes's experiments, see Provisos Account 
of Menai Bridge, Appendix. 
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RULES FOR COMPUTINa THE ANGLE OF DIRECTION OF THE 
CHAINS OF A SUSPENSION BRIDGE, THE LENGTH OF 
THE CHAINS, AND THE TENSION, CONSIDERING THE 
CURVE AS A PARABOLA. 

180. To find the angle of direction of the curve 
at the point ofsuspermon^ or the angle formed with 
the horizontal chord-line hy the tangent to that 
point. 

Having given the chord-line and the deflection in 
the middle, then, 

Formula II. 



2 deflection 



The sine of the ancle of "| 

J* ^' /t^i. I 5S deflection 

direction of the curve at r = , ,a j a — i' — 5 ^^-x. — l^ ' 

. . ^ n .1 ^/(2 deflection^ + semichordz) 

the point of suspension J 



* Demonstration: — 

Let €bhlin the figure he the chain, 
c i the semichord, 
i b the deflection. 




Double the deflection t b^ making i d=:2 ib; Join the points 
c and d. Then c ^ is the tangent to c, and the angle c is the 
angle of direction of the curve at the point of suspension. 
Now, because cidis a right-angled triangle, we have : — 

M 2 
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Example* — Let the chord-line be 1000 feet, 

deflection - 50 feet. 
Then: 

sine c = , = = 0*1 960*7 8 ; whence if the en- 

^^5002 -f 1002 510 

tire weight suspended be known : 

T^ * • ♦ *i, • * ^ • weight weight 

Ihe tension at the point of suspension =^--: — = .qqoi na 

= 2*55 times the weight. " 

181. Generally: — 

Formula III. 

The sine of the angle of | 
direction of the curve I _ twice the absciss of the point ar * 
at any point x (see the \ ^/ (2 absciss a?)2 -f ordinate x^ 
fig. following.) J 



Hypothenuse cd (or tangent c) = \/ci^-\-di^; or since c i is 
the semichord, and d i = 2 iby 

(1) Tangent c= V(2 deflec.2-|-semichord2); 

(2) Also ; sine c : its opposed side (d i) : : sine i : its op* 
posed side c d (or tangent c). 

And since erf = v'(2 deflec.2 + semichord2), and the angle t 
= 90®, the proportion (2) becomes : 

sine c : 2 deflection : : 1 : \/(2 deflec.2 -f semichord2); 

And, 

sine c = . .^ - ^ — ^-; rrr as stated in Formula IL 

'^ (2 deflec.2 + 8emichora2) 

* To find the absciss of any point x by calculation, when only 
the chord line and deflection of the curve, and horizontal distance 
of the point x from the point of suspension are known : — 

jThe absciss of ^ 

. I _ (ordinate a?)2 x absciss of point of suspension^ 

, f ~" (ordinate of point of suspension)^ ' 

because, in the parabola, the abscisses are proportional to the 
squares of their ordinates. 

Now the ordinate of any point x is : 
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The weight suspended between the 

And the tension at x = Poi"t x and the middle of the chain . 

sin. X 




That is, in the figure : 

sine X = 



weight of the length xdboi the chain, 

. , , . and ofwhatever is suspended therefrom 
And the tension at a; = • ; — • 



sm. X 



182. This formula may be used for computing 
the tensions when they are tangential, viz. for any 
point where the direction of the curve forms an angle 
with the horizontal chord line ; but at the lowest 
point that angle becomes = 0, and the tension is there 
horizontal. 

When the tension at the extremities or points of 
suspension is known : 



rnu • t- J f the horizontal distance of the point x from 

Ine semicnord— -i , . ^ . 

t the point of suspension ; 

Or ordinate x^ is the horizontal distance of the point x from the 
middle of the chord-line. 

The ordinate of the point of suspension is the semichord, and 
the absciss of the point of suspension is the middle deflection. 
Therefore : 

/horizontal distance of x fromy ^^ .. 
... V the middle of the chord-line/ 

Absciss X = : r-r T^ 

semichord-^ 
And these values of the ordinate and absciss of the point x 
being found in numbers, and used in the Formula III., will give 
the sine of the angle of direction of the curve at the point x, and 
consequently the tension thereon. 

M 3 
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The tension at the i f tension at extremity x cos. angle of 
lowest point J "~ I direction at the extremity. 

And as the tension at the extremity is = — -. — ^, c being the 

sm* c 

angle of direction at the extremity, the tension at the lowest 
point may be expressed thus : — 



Formula IV. 



Tension at the lowest point = —. — = ~ ' 



sm. e. 



183. The Formula III. for calculating the tension 
of the chains at any point is given, because it must be 
considered as belonging to the subject. But it would 
be very laborious, and very nearly useless, to compute 
the tension for any considerable number of points of 
the chains of a suspension bridge. In practice, it is not 
usual to make any regularly proportionate diflPerence 
in strength between the parts of the chain ; the links 
are frequently made stronger where they pass over 
the saddles, and also at the fastenings in the abut- 
ments ; but the strength throughout that part of the 
chains which hangs between the suspension piers is 
generally uniform, and is proportioned to the greatest 
tension, viz. to the tension at the points of suspension. 

The diflFerences of tension at the diflPerent points on 
the length of the chains, are, in fact, so trifling, that 
it is not worth while attempting to save weight an4 
metal by nicety of proportion, in a bridge of mo- 
derate dimensions, For example : — 
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Table B.* 



With a Deflection of 


The Tension at the middle 
or lowest Point is 


The Tension at the 
Extremities is 


1 in 39-97 
1 in 19-93 
1 in 15-1 


4*992 times weight. 

2-483 

1-878 


5-017 
2-533 
1-943 



And the diflPerences at any usual deflections are 
not such as to allow any great saving of materials in 
a large bridge, 

184. Taking, for instance, the last of the Table for 
an example ; suppose the Menai Bridge to have a 
deflection of 1 in 15*1, and the whole weight of the 
suspended part, with its fair load, to be 1000 tons. 
Then the tension at the middle would be 1878 tons, 
and at the extremities 194^3 tons. 

The chains of the Menai Bridge contain 260 square 
Inches of iron ; if, therefore, they were proportioned 
throughout to their tension, they should contain at 
the middle ^^^^f or only about 251 square inches, 
instead of 260 square inches; diflPerence 9 square 
inches. And as the strain increases continually from 
the middle upwards to the points of suspension, the 
strength of the chains must increase in the same 

* These are taken from a very valuable Table for facilitating 
calculations relative to suspension bridges, computed by Davies 
Gilbert, Esq., V. P. R. S., read before the Royal Society, May, 
1831, and printed in the Philosophical Transactions. 

It contains the length of the diain in parts of the chord-line ; 
the tension at the middle, and at the extremities, in parts of the 
whole weight suspended; and the angle of direction of the 
curve at the extremities ; for 42 different deflections, from 1 in 
39*97 of the chord-line, to 1 in 7, which are the extremes that 
are ever likely to be required. 
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ratio. Hence the whole saving on the length of the 
chains would not be above half the above diflPerence, 
or, only 4 J square inches, which, multiplied by the 
length of the chains, 570 feet, is equivalent to a bar 
of iron, 2565 feet long and 1 inch square. 

The weight saved would be, consequently, about 
2565 X 3'3 lbs., (the weight of a bar 1 foot long and 
1 inch square) zz 3f tons, in a bridge which weighs 
643f tons without any load. 

It is obvious, therefore, that in a bridge of moderate 
size, so very perfect a proportion between strength 
and strain in every part would be a needless refine- 
ment in practice. 

185. In a very large bridge, the weight that can 
be saved by proportioning the size of the bars to the 
tension at different parts of the length of the chains, 
is worth notice. 

In Mr. Bruners bridge at Clifton, for instance, it 
is proposed to make the chains, at the points of sus- 
pension, with 496 inches sectional area. Thence, they 
diminish towards the middle, where they will contain 
458 square inches. The weight saved will be some- 
where about 20 tons, which may be advantageously 
disposed of in other parts. 

186. The tension of the chains at the extremities 
or points of suspension, may also be computed by 
the following simple formula, which does not require 
the use of tables of sines. 



Formula V. 

The tension at-^ ( v'(semichord2 -|- 2 deflection^^)) x whole 

the points of I weight suspended 

suspension J 4 deflection. 
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Example. — Let the semichord be 500 feet, 

the deflection 50 feet. 

Then: 

T, . 4. ' ^ o -1 (^/ 5002+1002) X weight 
Tension at pomts of suspension j- =±^^ — Z LJl — 



( v^26,000) X weight 510 x weight 



200 



200 



, or 2*55 times the weight 



suspended. 



I87. The results obtained by the Formula V. 
accord with Mr. Rhodes's experiments (as will be seen 
by the following Table), with sufficient accuracy to 
justify its use in practice. 



Table C. 

Comparing the results obtained by Formula V. with Mr.Rhodes's 

experiments. 



Chord-line. 


Deflection. 


Tension at Extremities, 
by Rule. 


Tension at Extremities, 
by Experiments. 


570 feet. 
570 — 
570 — 
570 — 


40 feet. 

-37 — 

35 — 

49 — 


1*85 times weight. 

1-99 

2-09 

1-5 


1*82 times weight. 

1-95 

2-04 

1-51 



188. The reason of the Formula V. is the same as 
that of Formula II., viz. that the effect of the weight 
on the points of suspension, may be computed by 
supposing it all collected in one point e, (see the 
figure following,) the intersection of the tangents A e, 
B e to the angles of direction of the extremities. 
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The strain on either of the points, A or B in the 
figure, is : 

Its tangent x ^ weight 

The strain on the point A, "i __ A e x ^ weight _ A g x weight 
for instance, J"~ l^^j ""2^6 

Now he=z twice the deflection of the curve ; and the tangent A «, 
= v^(2deflect.2 4-semichord2) (vide antiy equation (1), p. 164.) 
Whence : 



A e X weight becomes '^^(^^^^^^^t.^.f semichord^) x weight ^ 

*lhe 4 deflection 

stated in Formula V. 



It is on the foregoing property of the curve, that 
an approximative rule has been founded, which is 
sometimes used in practice, viz. 



Formula VL 



The tension at the points of sus- 1 _ chord-line x weight 
pension - - - J "" 8 deflection ' 

This rule is not correct ; because the tangent of 
the angle of direction is the proper measure of the 
tension, and not the semichord. 

When the deflection is not more than iVth of the 
chord-line, the diflPerence between the tangent and 
the semichord is not great ; and hence the error of 
the Formula VL is not very marked. 
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For instance, suppose the chord line = 300 feet, 

deflection = 20 feet, 
weight =100 tons. 

Then the semicliord = 150 feet, 

And the tangent to the 1 , --r — , ^^^ , ,.^ /. 
1 ex ^' \ — v^402+ 1502 = 155 feet, 

angle of direction J 

Therefore Formula V. would give : 

^ . 155x100 ,.^3^ 

Tension = —- — = 193} tons. 

80 * 

And Formula VI. gives : 

^ . 100 X 300 

Tension = — -— — = 187^ tons. 

The tension by Davies Gilbert's Tables for a deflection of 1 in 
15 would be about 193 tons. 

But with a great deflection the error of Formula 
VI. becomes more conspicuous. 

Suppose the chord line = 350 feet, 
deflection = 50 feet, 
weight = 500 tons. 

Then by Formula V. : 

-, . 201-5x500 ^^^.^ 
Tension = — - — =503|ton8. 

But by Formula VI. : 

^ . 350x500 ._. 

Tension = — — - — = 437i tons. 

The tension by D. Gilbert's Tables, with a deflection of 1 in 7, 
is 0"99 times the weight = (500 x -99 = ) 495 tons in this case. 

189. When the chord-line and deflection are 
given, but the length of the chain is not knotvn ; 
then to flnd the length of the chain hy approxi 
motion : — 
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Formula VII. 

/(^ n .^ . deflection\2 r Semi-length of 

V (Deflection + j + semichord2= | ^^^.^^^ 

Example I. — Let the chord line be 1000 feet^ 

the deflection 50 feet. 

Then ^^(50 -|- 1 6-66)2 ^ 5002 = v'44«43 +2507600 = 504?-4? for 
the semi-length of the chain. 

Mr. Barlow computes the length of the chain as a catenary, 
1008 feet, for a chord-line of 1000 feet, with a deflection of 
50 feet 

Example II. — Menai Bridge, chord-line 579 feet 10^ inches, 

deflection 43 feet. 



Then(43 + 14-33=) 57-332; and 'v/289-952 + 57-332= ^/87317 
= 295-4* for the semi-length of the chain, and the whole length 
= 590-8 feet The length of the chains, by measurement from 
centre to centre of the saddles, is 590 feet. 

Strain on the Main Piers. 

190. The strain on the main piers of a suspension 
bridge is, from the arrangements usually adopted in 
practice, chiefly vertical, tending to crush them down, 
and only a partial horizontal strain is left, tending to 
pull them inwards. 

The following is an exposition of the principle on 

* The reason of this rule is, 
that if one half of a parabola, C ifh, 
were drawn out to a straight line, 
it would be = the right line C K ; 
or the hypothenuse of a triangle 
CKL, one of whose sides CL = 
the semi-chord ; and the other side 
L K = J of the deflection L h ; whence, because of the right 
angled triangle CKL, C K (or the half length of chain) = 
V(|deflect 2 f 8emichord2), as stated in Formula VII. 
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Fig.U 
0^ 






which the suspended weight acts, to aflFect the stability 
of the main piers. 

191. Suppose a light wire or a cord were 
passed over a pulley on the top of a column, 
as in fig. 1., and a weight of 100 tons hung 
at a ; another weight of 100 tons must be 
hung also at 5, to balance the weight a. 
And it is obvious, that the top of the co- 
lumn would be loaded vertically with 200 
tons, tending to crush it downwards. 



Q 



^ 



Now let the weights a, 6, instead of being so dis- 
posed, be as in figure 2. 




The effect of the weights a, b, will no longer be 
unmixed vertical pressure on the column, but they 
will each have a double tendency, viz. to pull the 
column over towards themselves horizontally, and to 
press upon it vertically. 

The perpendicular pressure exerted by the weight 
a, for example, will bear that proportion to the whole 
weight a, that the perpendicular line ^ c bears to the 
radius ^ d of the arc B i. And the horizontal pull 
exerted by the weight a, will bear that proportion to 
the whole weight, that the horizontal line i I bears to 
the radius i d. 
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It is obvious, that the higher the point i rises 
through the arc towards B, (that is, the less the 
angle of direction B rf ^ is made,) the greater is 
the proportion that i I will bear to the radius i d ; 
consequently, the horizontal pull will increase, while 
the vertical pressure will decrease. 

Finally, if the weights a, 6, were disposed as in 
fig. 3., each end of the chains 2 being fastened to 
the summit of the column, they would exert each a 
purely horizontal pull upon it ; and if the two weights 
were equal, they would negative each other, and the 
column would theoretically be unsolicited in any 
direction.* 

— sr' 



? 



^ 



i 



® 



rt 



In practice, that part of the chains of a suspension 
bridge which is suspended in the central opening 
can never be horizontal, and the backstays are very 
rarely vertical. The strain on the main piers is, 
therefore, iii general triple, mz. they are solicited 
inwards by the central suspended weight ; outwards, 
by the tension of the backstays \ and they are pressed 
vertically by both. 

Measure of Horizontal Strain. 
192. In applying the above principles to the heavy 

» The wire or cord must be supposed to have itself no 
weight, since, if it had, no force could really strain it quite tight. 
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chains of a suspension bridge, loaded uniformly along 
their length, and assuming the catenarian or parabolic 
curve, we have to consider, not the effect of a weight 
acting as shown in fig. 2., but the eflFort that the 
piers would have to endure in horizontal pull, and 
vertical pressure, from the tension of the heavy 
curved chains. 

That effort will be a proportion of the tension at 
the points of suspension, variable according to the 
angle of direction of the curve. 

Fig.% 




In fig. 2., let rf C be half of the central chains 
of a suspension bridge, and d A the backstays ; r 
the angle of direction of the central chains, and $ the 
angle of direction of the backstays ; i I is the cosine 
of the angle r, and d i the radius. 

Now the horizontal pull upon the pier inwards will 
(as stated in Art. 191. speaking of the effect of the 
weight a) bear that proportion to the whole tension^ 
that the cosine i I bears to the radius i d. That is ; 



Horizontal pull inwards = 



tension x cosine r 



rad. i d 
Which, taking the radius as unity, becomes generally : 

Horizontal pull 1 _ J tension x cosine angle of direction of the 
inwards J ~ i central chains. 
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The horizontal pull outwards, is, in like, manner, 
governed by the angle of direction of the backstays ; 
viz. 

The horizontal pull outwards of the backstay i ^tension x no 
c?A, fig. 2. - - - "J"" rad.dn 

Or, generally : 
Horizontal pull 1 _ f tension X cosine angle of direction of 
outwards J \ back stays. 

193. It follows from this, that when the back- 
stays are carried down from the summits of the sus- 
pension pillars vertically into the foundations (in the 
way described for the Geneva Bridge), the horizontal 
draw inwards, whatever it is, is wholly unbalanced. 
For then ; 

The horizontal "i ^ . . i ^ j. .. n , . 

J. = tension x cosine angle oi direction of chains; 
draw inwards J 

And the horizontal draw outwards = tension x cosine 90° = 0. 

It is, therefore, the worst possible way of disposing 
the backstays, and should never be adopted if it can 
be avoided. 

On the contrary, the best disposition is to carry 
the backstays away at the same angle, or very nearly 
so, as the central chains (as in the Menai and 
Hammersmith Bridges) ; for then the horizontal 
strains balance each other, and leave only vertical 
pressure on the piers, which they are the most capa- 
ble of enduring. 
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Measure of T^erticcd Pressure. 

194. The vertical pressure on the piers is measured 
by the sines of the angles of direction of the central 
chains and backstays ; viz. 

The vertical pressure-) r. • i /» j. 

of the central part I = | '^"«"'" ^ ^™^ f ^^^ «f '^•'«'=^'«'» "^ 

n ^t 1 . I I the chains ; 

of the chains J 

And the vertical ^ ^ . , ^ ^. . 

pressureof the I = P^^s^^n x sine angle of direction of the 
backstays J ^ backstays. 

Example, — Menai Bridge. — Call the whole suspended 
weight 1000 tons ; 

The tension at the points of-i 
suspension for that deflec I 
tion is, by Davies Gilbert's f ~ ^^"^ x 1 7*y -; 17*9 tons. 

Tables, - - J 

The angle of direction of the main chains is 16^ 28'; the cosine 
of which is "OSSQS. Whence the horizontal pull of the central 
portion of the Menai Bridge, on the summit of each pier, is 
1749 X -95898= 1677 tons. 

The backstays are carried away very nearly at the same 
angle as the central chains ; whence the horizontal pull outwards 
on the main piers is equal to the horizontal pull inwards, leaving 
only, or very nearly only, vertical pressure upon them. But if 
they be examined, (see Plate IV.) it will be visible, by their form 
and dimensions, that they would bear a very considerable un- 
balanced horizontal pull in either direction, before giving way. 

The vertical pressure of the central part of the bridge on the 
piers is 1749 x sine 16° 28' = (1749 x -28346 =) 495 tons, and 
the vertical pressure of the backstays the same; since, as before 
stated, the angle of direction is about the same. Total, there- 
fore, 990 tons.* 

» It is usual to carry the backstays down at an angle varying 
between 45** and the angle of direction of the centra] chains. It 
is not advisable much to exceed these limits ; but if localities 
make it necessary to do so, the horizontal and vertical strains 
brought on the piers may be calculated by the foregoing formulae, 
and their strength made proportionate. 

N 
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195. The main piers should always be founded 
very solidly, and be of suflBcient mass not to depend 
upon nice adjustment of the strains for stability. 

When they are built in the river, or on soft ground, 
they should be erected on a platform laid upon piles, 
driven a good depth into the ground, and not more 
than 2J or 3 feet apart. If main piers are built in 
a river with a good rock foundation, the rock should 
be excavated to a slight depth, so as to lay part of 
the lower course of masonry a little below the sur- 
face. 

A good plan for foundations, when the ground is 
loose and sandy, is to build upon wells, in the way 
practised in Madras for the public buildings. 

These wells are made circular, about 3 feet dia- 
meter, and one brick thick. The first course is laid 
and cemented together on the surface of the ground ; 
when it is dry, the earth is excavated inside and 
round about it, to allow it to sink. Then another is 
laid over it, and again sunk. The well is thus built 
downwards, sinking the brickwork bodily to a depth 
of 10 feet, or more, according to the building to be 
erected upon it, and the interior is filled up with 
rubble work. All the public buildings at Madras 
are erected upon foundations of this kind, which are 
found to answer very well. 

196. The following table is computed by the for- 
mulas in the preceding part of this section, and 
contains the proportions that are most required in 
calculations relating to suspension bridges, for those 
deflections that are of frequent occurrence in practice. 
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197- Table exhibiting the Tensions of the Chains^ 
Length of the Chains^ and Sines and Cosines of the 
Angles of Direction^ with given Deflections. 



Table D. 



Deflection 
in the Mid- 
dle, in Parts 
oftheChord- 
litie. 



VTth 



Length of 

the Chain, in 

Parts of the 

Chord-line. 



1-015 
1-018 

1-02 
1-0246 
1-0288 
1-0349 



Tension at 
the Middle, 
in Parts of 
the whole 
Weight sus- 
pended. 



1-877 

1-753 

1-625 

1-49 

1-373 

1-252 



Tension at 
each Point 
of Suspen- 
sion, in Parts 
of the whole 
Weight sus- 
pended. 



1-943 

1-823 

1-7 

1-572 

1-463 

1-349 



Sine of the 
Angle of Di- 
rection at the 
Extremities* 



0-25733 
0-27473 
0-29415 
0-31805 
0-34176 
0-3714 



Cosine of 
the Angle of 
Direction. 



0-9663 

0-9615 

0-95579 

0-94805 

0-93979 

0-92849 



It must be remembered, that the lengths of the cliain are computed on 
the assumption that their curve is a parabola, and will be only ap- 
proximations nearer to or farther from the truth, according as the curve 
is more or less parabolic. 



The foregoing table is constructed on the model of that cited 
in p. 162., by Davies Gilbert, Esq., and agrees with it very nearly 
in all the results, except the lengths of the chains, which, by 
that table, are less than when computed by Formula VII. In 
the example taken in p. 166., the length of Uie chains by Davies 
Gilbert's tables, would be - - 588-297 feet. 

By Formula VII. we found the length zz 590-8 feet. 

And it is by measurement - - 590 feet 



198. The degree of curvature that is given to the 
chains of a suspension bridge must, of course, depend 
much upon local and other circumstances. But when 
the engineer is free to choose his proportions, it is not 
advisable to give to a large and heavy bridge a de- 
flection less than V^th of the chord-line ; V^th, or iVth 

N 2 
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IS better. With these deflections, the chains are 
sufficiently taught to resist vibration and swinging, 
without being strained so as to lose too much of 
their eflFective strength. But, when these limits are 
much exceeded in either direction, the chains will be 
either overstrained, or too slack and liable to great 
vibration. Very light bridges, that have little to 
bear, may be made with a deflection as low as ^^th 
of the chord-line ; but strength is lost by it, and 
nothing is gained, not even beauty, since a tolerably 
free and open curve is far more graceful and beautiful 
to the eye than a very flat one. 

199. To compute by approximation the deflection 
of the chains at any pointy having given the chord- 
line and middle deflection : — 

Let X represent the difference between the middle 
deflection, and the deflection of any other given 
point a, whose horizontal distance from the middle 
of the chord-line is known. 

Then : — 

Formula VIII. 



} /semichord— horizontal distance of the\2 
\ point a from the middle of the chord-line / • 



sem ichor d^ 



• The reason of this rule is, that when we consider the curve 
of the chains as a parabola, the semichord is the ordinate to the 
point of suspension ; and the middle deflection is the absciss of 
that ordinate. 

As the abscisses are proportional to the squares of their or- 
dinates, the absciss of any other point y of the curve will be 
expressed thus : — 

/vr 1 \ Vm * — (ordinate y)2 x absciss to point of suspension 
V • •; y — (ordinate to point of suspension)^ 

Now the ordinate to any point y is (as stated in the note to 
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Example, — Let the middle deflection be 50 feet, 
and the semichord - 500 feet. 

Required the deflection of a point a, 400 feet from the point 

of suspension, consequently 100 feet from the middle of the 

chord-line. 

^ 50x1002 500,000 ^^ « , j.«. u 

Thenar= — -— - — = ^^^^^^ = 2 feet for the difference be- 
5002 250,000 

tween the middle deflection and the deflection of the point a; 

whence the deflection of the point a is (50—2=) 4?8 feet. 

At a point 200 feet from the middle of the chord-line, x would 

. 50x2002 2,000,000 « ^ ^ , ^ . 

~ — ntvxi — ~ ognnnn ^^» ^^" *^^ deflection at that pomt 

42 feet. 

200. The practical use of Formula VIII. is to find 
the proper lengths for the vertical suLspending rod^j by 
computing the deflections of the chain at those points 
where the vertical rods are to be suspended ; then 
when the length of the middle vertical rod has been 
settled, the lengths of the others will be found by 
subtracting successively the deflections computed by 
the formula from (the middle deflection 4- the length 
of the middle vertical rod). 

Suppose, for example, in the following figure, the 
deflection ab = 4f3 feet ; the deflections a c, a rf, &c. 
to have been computed = 39 feet, 34 feet, &c. ; and 
that it has been determined to make the middle rod 
bg^ 3 feet long. 

Formula III.) the semichord — the horizontal distance of the 
point y from the middle of the chord-line. 

And the absciss of that ordinate is the middle deflection — the 
deflection of the point y; whence the equation (No. 1.) will be 
expressed in terms of the chord-line and deflection, thus : — 

The middle^ 

. a ^. /semichord — horizontal distance of tJieX a , ,, , ^ 

'^^^^2 [ Ui>t y frog, the middle of .he chorf-line ) " ™ddle <>««««., 

^ f (semichordV^ 

tionofany ^ ^ 

point y 

as stated in Formula VIII. 

N 3 
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Then: 
ch, wUl be (43 + 3) 
di, (43 + 3) 

And so on.* 



39 = 7 feet long. 
34 = 12 feet. 
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Platform. 
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201. If the platform is to rise in any regular curve 
towards the middle, the increments of its rise must be 
first successively added to the sum of (« 6 + 6 ^, ) and 
the deflections successively subtracted from the sum. 

If, for example, the platform is to risef 3 inches for 
every successive vertical rod towards the middle, then 
ab ^b g being 46 feet in the above example. 



ft. 



m. 



ft. 



ft. 



chy will be (46 + 3 = ) 46-25 — 39 = 7*25 long, 
di, (46 + 6 = ) 46i — 34= m. 



Of the Abutments t or retaining Piers. 

202. It must be sufficiently obvious, that the sta- 
bility of the whole bridge depends on the solidity of 
the abutments, since the ultimate pull is upon them. 
They should, therefore, always be as solid and as 
heavy a mass as possible, consistently with a rational 
regard to economy and appearance. But of all parts 

* The deflections and lengths of the vertical rods calculated 
by Formula VIII. will be only approximations ; but the inac- 
curacies will not be greater than can be conveniently corrected 
by practical means of ac^ustment. 
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of a suspension bridge, the abutments are the last 
in which strength should be sacrificed to trifling 
economy. When the shores do not offer natural 
solid rock, and abutments are to be built of masonry, 
their mere weight should not be much less than equal 
to twice the utmost strain that can be brought on 
the chains by dead weight, and their total resistance 
(that is, in weight and resistance of adhesion com- 
bined) should be, at least, equal to 4 times the utmost 
strain. * 

203. Mr. Telford, in his first design for Menai 
Bridge, proposed, as we have seen, p. 56. to attach the 

* The standard assumed by the author for the utmost dead 
weight with which a bridge can be loaded, has been already 
stated, viz. 70 lbs. per square foot of platform^ or one person for 
every two square feet; rating each person on an average at 
140 lbs. weight. Some of the English engineers proportion 
their bridges at the rate of about 60 lbs. per square foot of 
platform. 

The proof load that suspension bridges are subjected to by the 
government in France is about 41 lbs. per square inch ; and some 
of our suspension bridges in England, which have stood in con- 
stant service for more than ten years, are proportioned at the 
rate of not more than 26 lbs. per square foot ; that is, if they 
were loaded with more, the strain on the chains would be above 
the stretching strain of iron, or more than 9 tons per square inch. 
Our largest and strongest bridges, on the other hand, are pro- 
portioned above the standard of 70 lbs. per square foot. If the 
Menai Bridge, for instance, were loaded at that rate, the entire 
strain on the main chains would be about 2000 tons ; while the 
chains containing 260 square inches of iron would bear, at 9 
tons per square inch, 2340 tons, without stretching. 

The question is chiefly one of expense, and resolves itself into 
the consideration, of whether a bridge shajl be made so strong 
as not to be injured by a load that may come upon it, but is not 
likely so to do ; or whether it shall be made only strong enough 
for its probable duty, taking the chance of failure, should it be 
tried by the utmost load it can hold. 

N 4 
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main chains to the masonry of the land arches, in 
such a way, that to disturb the abutments they must 
have torn up a mass of masonry weighing about 
12,000 tons, or six or seven times the utmost load 
that could come on the bridge. 

The resistance offered by the adhesion of a mass 
of masonry to the ground that surrounds it, depends, 
of course, upon the nature of that ground, and can- 
not be very accurately determined by any general rule. 
For that reason, it ought not to be very much counted 
upon, unless the ground is manifestly so solid as to 
be almost rock ; and then it is better to make use of 
it as an abutment, carrying the chains through tun- 
nels in the way described for the Menai Bridge and 
Brighton Pier, and fastening them to very large 
retaining stones, or cast-iron plates. 

The foregoing observations are intended to apply 
only to the construction of large bridges. In small 
ones, good large stones, or cast-iron retaining plates, 
loaded with rubble work and earth, or held down by 
strong beams of wood, bolted to a few rows of piles 
driven close in front of them, will answer the purpose 
of abutments. 



Strength of the main holding Bolts. 

204. The retention of the chains in their places 
depends on these bolts. Therefore, their strength 
should be such, that they will not be injured per- 
manently by the utmost strain that can be brought 
on the bridge. They must, in fact, be as strong as 
the main chains. 

In the Menai Bridge, the holding bolts are twelve in number 
for each end of the main chains ; viz, (as stated in p. 57.) four 
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bolts in the chamber of the middle tmmel for the two central 

chains, and four for each of the outer chains. Each of the 

sixteen chains is in eiFect held by a wrought-iron bolt, 6 inches 

in diameter, and 1^ foot long between the bearings. (See the 

description, antCy p. 57.) 

Now the strain that such a bolt would bear without flexure, if 
it were loaded in the middle^ is 

(cube ofdiam. = )216x 800 172,800 ,,,^^.^ 

T^t = --p5-- = 115,200lbs.=51itons.* 

And as it is loaded pretty uniformly over its length, it will 
bear double as much, or 103 tons ; and the 16 bolts would bear 
1648 tons. They do not thus appear to be so strong as the 
chains, which would bear 2340 tons without stretching. 

205. The abutments and the main holding bolts 
do not bear all the strain of a bridge, since the weight 
of the backstays balances a part of it. But, never- 
theless, it is a good practice to make the retaining 
bolts of sufficient strength to bear the whole strain; 
because, as they are few in number, very little can be 
saved either in weight or expense by making them 
slight ; and much risk may be incurred. 

The failure of the Broughton Bridge was owing 
to deficiency of strength in the main holding bolts. 
(Fide antSy p. 93.) The deficiency is said to have 
arisen in part from bad quality in the iron ; but that, 
if it were really the case, shows only an additional 
chance of failure ; and an additional reason for giving 
a superabundance of strength to a part which, while 
it is more liable to undergo changes from being buried 
in the ground, or in damp tunnels, cannot be so easily 
and frequently examined as the other iron work ; 

* This calculation is founded on the assumption that a bar of 
good wrought iron, 1 foot long between the bearings, and 1 inch 
square, will bear, when loaded in the middle, 800 lbs. without 
flexure. See post, rules for strengtli of wrought-iron bolts, 
p. 195 to 199. 
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and which, lastly, by any failure, must inevitably 
derange, and, perhaps, destroy the whole bridge. 

To calculate the proper Transverse Section for the 

Main Cliains. 

206. The section of the main chains of a suspension 
bridge must be proportioned so as to bear, without 
stretching, their own weight, the weight of the road- 
way, and the weight of the greatest load that can be 
brought on the bridge. In order to determine the 
sectional area of the main chains, the chord-line, de- 

Jlectiony and length of the chains, and also the total 
weight to be stispended, exclusive of the weight of 
the chains themselves, must be computed. These 
points being determined, then, to calculate the proper 
section of the chains. 

Rule. 

207. I. Multiply the length of the chain by 
0'00148 : multiply the product by the number ex- 
pressing the tension at the points of suspension, and 
subtract this last product from 9 for a divisor.* 

* 3*3 lbs. or 0*0014f8 ton is the weight of a bar of wrought iron 
1 foot long and 1 inch square, which multiplied by the tension and 
by the length of the curve gives the strain the chains endure per 
square inch from their own weight. And as a bar of iron 1 inch 
square will bear 9 tons without stretching, it follows that it will 
bear, exclusively of its own weighty the difference between 9 tons 
and the strain due to its own weight. The divisor in No. I. ex- 
presses therefore what the chains may be strained with per 
square inch beyond their own weight; and if the strain produced 
by that additional weight (in roadway, vertical rods, people, &c.) 
be divided by the divisor, the quotient wiU be the number of 
square inches of iron that will resist the entire strain of load, 
chains and all, without stretching. 
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II. Multiply the whole weight that is to be sus- 
pended, exclusive of the weight of the chains, by the 
tension ; and divide the product by the divisor found. 

The quotient is the section of iron that would ex- 
actly bear the weight of the bridge and load, without 
stretching ; that is, putting the rule into the shape 
of a formula, it will stand thus : — ^ 



Formula IX. 

f ' y n ^_ - X ) X tension due to the deflection 

V weight of chains) / . ^ 

9 — (length of chains x O'OOHS x tension) "~ 

iron that will exactly bear the bridge and whole load without 

stretching. 

208. The chains must be made stronger than 
that, more or less, according to the position of the 
bridge. 

For a bridge very much exposed to shocks and 
vibration, the chains ought to be capable of bearing 
from li to li times the utmost load that they are ex- 
posed to in dead weight ; viz. they should contain a 
sectional area IJ to li times that given by the rule. 

If a bridge is not exposed to any violent shocks or 
gales of wind, then 1\ times the section given by the 
rule, or even less, will be sufficient for the chains. 

Example, — Menai Bridge. 

Feet. Inches. 

209. Chord-Une ... 579 lOJ 
Deflection ... 4-30 

Length of the curved chains 590 

The tension at the points of suspension is 1*749 times the 
weight suspended. 

The weight of the roadway and iron work, exclusive of the 
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main chains, is about 398 tons ; and the utmost load that can 
come on the bridge is 4?90 tons.* Total 888 tons. 

Then to find the section of iron tliat will exactly resist the 
strain produced by a load of 888 tons, and by the weight of the 
chains themselves. 

888x1-749 1553 ^^^ ^ -v. 

7 = — T = ^rT=;:; = 207*8 square mches. 

9 - (590 X •00148 X 1-749) 7-473 ^ 

Now the weight of 207*8 square inches of chain 590 feet long, 
would be (207-8 x -00148 x 590 =) 181^ tons, therefore the 
total suspended weight would be 888+ 181^= 1069J tons, 
which X 1-749 gives the strain = 1870^ tons. The stretching 
strain of 207*8 square inches = (207-8 x 9 =) 1870-2 tons. 

Whence the chains of the Menai Bridge, if they contained 
only 207-8 square inches, would just bear without stretching, 
the utmost load that could come on the bridge. They really 
contain 260 square inches, or 1^ times the section given by the 
rule ; and would bear, without stretching, a strain of 347 tons 
more than the strain produced by the utmost load the bridge is 
capable of holding ; viz, the weight of the bridge is 644 tons ; 
the utmost load 490 ; total 1134 tons; producing a strain of 
(1134 X 1-749=) 1993 tons. While the chains would bear, as 
before stated, a strain of 2340 tons without injury. 

210. Formula IX. is not intended, as will be 
perceived by its construction, to decide what is the 
proper strength for a bridge, but only as a convenient 
mode of calculating the section that will resist a given 
load. What that load shall be, is the province of the 
engineer to determine, according to the position of 
his bridge, and the work it is appointed for. 

There is, in fact, considerable difference in opinion 
and practice among engineers, as to the proper 
strength to be given to suspension bridges. Several 

* The chord-line is 580 feet very nearly ; but the suspended 
part of the platform is not above 560 feet long. Hence it con- 
tains (560 length x 28 breadth = ) 15,680 square feet x 70 = 
1,097,600 lbs. = 490 tons. 
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of the bridges described in this work do not possess 
half the strength that would be assigned as proper 
for them by the foregoing rule ; and others, again, 
exceed it, while they have all stood unimpaired 
hitherto, and have sufficed for their appointed work. 

211. JO lbs. per square foot of platform are assumed 
as a standard for the load that may come on a bridge, 
as being the utmost load that the platform could 
hold, supposing it in fact quite filled with people, 
crowded as close together as they could be. This, it 
is true, is not often likely to happen ; but it may do 
so on a public occasion : and one overloading will 
do injury as certainly, if not as extensively, as twenty. 
Moreover, a bridge, without being half filled, may, if 
the mass upon it be put in motion, be strained as se- 
verely as if it were quite filled with people at rest. 

212. It is known that a body of men, whose 
mere weight would scarcely be felt by a suspension 
bridge, affect it severely by marching over it in 
regular step. For, 1st. They must exert at every step 
an extra force, or pressure, beyond their actual weight 
upon the platform, to put themselves in motion ; and 
that force, when they move quickly, is of the nature 
of a sudden shock at every step. 2dly. They cause the 
chains to vibrate, and then the weight of the chains 
themselves thus put in motion adds to the strain upon 
them ; and if the step of the men happen to chime 
in with the undulations of the chains, the strain is in- 
creased to an extent very far beyond any thing that 
could be produced by the mere weight. The author 
is not aware of the existence of any sufficient data, 
drawn from experiments on a large scale, to form 
correct calculations of the effect of the march of 
troops on the platform of a suspension bridge ; but 
he thinks it may be safely assumed. 
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SIS. Ist, That any body of men marching in stepf*| 
say at 3 to Si miles per hour, will strain a bridge at I 
least as much as double their weight at rest. 

And 2d, Tliat the strain they produce increasesll 
much faster than their speed, but in what precise 1 
ratio is not determined. 

In prudence, not more tlian ^th of the number of J 
infantry that would fill a bridge, should be permitted J 
to march over it in step ; and if they do march inl 
step, it should be at a slow pace. The march of ca-l 
valry, or of cattle, is not so dangerous ; 1st, becausel 
they take more room in proportion to their weight j'l 
and Sdly, because their step is not simultaneous. 



Methods of raising the Main Cfiains. 

214. It is difficult to give any precise direction™ 
for getting up the main chains into their places. 

For a large bridge, a good way is to work upwards * 
from the fastenings to the summits of the piers, 
putting the chains together on a scaffolding erected 
at the same inclination that the backstays are meant 
to have.* Then to continue the chains over the J 
saddles down in front of each suspension pier : that] 
is, on one side, just to hang over the summit of the 1 
pier ; and on the other, to continue the chain down I 
in front of the pier as low as the water, and then to I 
continue putting it together on floats, or a raft, ' 
carrying it thus as far across the opening as its | 
length will allow. Then to lay hold of the end of I 
the chain on the raft by the second link, with tackl 



• See account of raising the chaii 
Menai Bridge, ante, p.61. 



1 the erection of thef 
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carried over the summit of the opposite pier, and 
worked by capstans on the shore, and so hoist up 
the end of the chain of the raft till it reaches the 
end of the chain hanging over the summit of the 
opposite pier, in front of which a scaffold must, of 
course, be erected for the people to stand on to put 
the two end links together. The object of raising 
the chain by the second linkj is to have the end one 
free and unstrained, that the workmen may raise it 
easily and put the coupling bolts through it. 

215. In adopting this mode of proceeding, it must 
be remembered that the strain required to raise the 
chains will equal, and perhaps exceed, the tension of 
the chains themselves when placed ; and the hoisting 
machinery ought to be strong enough to bear that 
strain. For instance, if a chain is to be raised that 
weighs 20 tons, and the deflection is to be -4--th of 
the chord-line, the strain required to raise it up 
would be, according to Mr. Rhode's experiments 
(vide antSy Table C, p. 169.), 20 tons x 1 "95 tension 
z= 39 tons strain. To allow, therefore, for stiffiiess 
of joints and other unavoidable sources of resistance, 
every part of the hoisting machinery, capstans, ropes, 
blocks, &c. ought to be proportioned to bear a strain 
of half as much more, or about 60 tons. 

216. The chains of many large bridges have been 
put in their places on a temporary bridge, either of 
ropes or of small chains; and this is, perhaps, a 
better way, where the position of the bridge is not 
too much exposed, as there is less risk of injury to 
the works from the failure of machinery, and the 
operations are more divided and less heavy. 

It would be next to impossible, and very nearly 
useless, to attempt giving more than the outline of 
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the proceedings to be adopted m raising the main 
cliains.* The details will yary in every case, and 
must be suggested, as difficulties present themselves, 
by the invention and presence of mind of the en- 
gineer. If he has not these qualities of mind, no 
instruction will avail him ; and if he has them, he wants 
no instruction that he could derive from a work of 
this kind. 

^ Those who wish to read a detailed account of the raisiDg 
1^ of the mam diains at Moiai Bridge, may consult Mr. Proyis*s 
wtxrk. already cited. taUe^ p. 62^ and will find in it a very com- 
plete one. 
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RULES FOR THE STRENGTH OF MATERIALS USED IN THE 
CONSTRUCTION OF SUSPENSION BRIDGES. 



Strength of Cdst-Iron Beams. 

217. The following is Mr. Tredgold's rule for the 
Strength of cast-iron beams. 



Weight that an^ 
uniform cast- 
iron beam will 
bear in pounds 
in the middle . 



Formula I. 



breadth in inches x 850 times square of 

. depth in inches 

length in feet between the supports 



Whence if the weight be known, 

,^ , , , . . , . length in feet x weight in lbs. . _ 

The breadth m mches =-t3x Ta — Sr^ — - — • And 

850 X square of depth m mc. 



The depth in mches= 4 Angth in feet x weight in lbs. 
^ V breadth x 850 

When the weight is known, but neither depth nor breadth 

are fixed, then Mr.Tredgold calls the breadth =:—^, -~-' 

or any proportion n of the depth, and 

(the length in feet x n) x weight in Ibs.^^^^ ^^^^ ^^ ^^^ 

850 ^ ' 

, , . the depth f ound 

and the breadth is • 

n 

218. Mr. Fafey, in his excellent " Treatise on the 
Steam Engine/' p. 613., gives a rule for the strength 
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of cast-iron beams deeper in the middle than at the 
ends : — 

To find the proper diniensiong for the middle part of a cast- 
iron beam, to sustain a given weight in the middle, when sup- 
ported at each end, the depth of the beam at each end being one 
third of the depth in the middle. 

If the breadth is fixed, then to find the depth in the middle, 



Formula II. 

The depth 1 «_ / (weight in lbs.) x length in ft.between supports 
ininchesj V 250 x breadth in inches ' 

If the depth be fixed : — 

,p. , , , (weight in lbs.) x length in ft. between supports 

250 X square of depth in inches 

Example, — Let the load on the middle of a beam, the depth 
of which in the middle is to be 3 times the depth at the ends, be 
56,000 lbs. ; the length of the beam between the supports 20 feet, 
and the depth in the middle 36 inches. 

Thcnthel 756,000 x 20 4480 «^^. , - , ^^ 

breadth J =\/ 250x1296 =1296 = 3-45 mches for breadth. 

If the breadth had been fixed = 4 inches, 

"^^"^^^l / 56,000 X 20 ^-— ^ ooi- u r J ,_ 

depth \=\/-^^^;^^=^n^O=.SSiinches for depth. 

That is, a beam 20 feet long between the supports, and four 
inches thick throughout, must be 33^ inches deep at the middle, 
and 1 1*16 inches deep at each end^ to bear constantly, without 
any risk, 56,000 lbs. in the middle.* 



* In both the foregoing rules the load is supposed to be on the 
middle. If it be laid uniformly over the whole length, the beam 
will bear double as much as when it is accumulated on the middle. 
A beam, for example, of the above dimensions, loaded uniformly, 
would bear safely 112,000 lbs. 
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Mn Farey*s rule proceeds on the result of ex- 
periments made by Mr, Banks and by Mr. G. Rennie, 
showing that the ultimate transverse strength of 
a bar of cast iron, 1 inch square and 1 foot long 
between the supports, loaded in the middle, is 
2600 lbs. The divisor 250, is therefore adapted to 
make cast-iron beams between 10 and 11 times 
stronger than the load they are intended for, which 
is the practice in making steam-engine beams ; but 
so great a measure of strength is not necessary in the 
parts of suspension bridges. 

For instance, if the cross bearers of the platform 
are made of cast iron, they will be sufficiently strong 
if made capable of bearing from three to five times 
the load they are exposed to. The proper strength 
may be computed by Formula II., using from 500 to 
850 for a divisor instead of 250, according to the de- 
gi-ee of exposure of the beams to rough work. 



Transverse Strength of Wrought-Iron Bolts. 

219. In constructing steam engines and similar 
heavy machines, it is the practice of engineers to pro- 
portion all the moving parts, such as rods, links, 
cross heads, pins, &c. so that they shall not have to 
bear more than from i^th to Ath of the strain that 
would break or cripple them. For parts that are at 
rest, the strength is made about S or 4 times the 

strain. 

The bolts that are used to connect the links in the 
chains of a suspension bridge are in a medium state 
between rest and motion. They are at rest when the 
bridge is merely loaded with a stationary weight, but 

o 2 
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whenever the bridge is caused to vibrate, they are 
put in motion and may be strained by jerks. Hence 
they ought to possess a greater strength than if they 
were perfectly at rest, and they are usually propor- 
tioned in practice as if they were moving parts. 

Mr. Barlow, in his Essay on the Strength of Tim- 
ber, says, that in experiments made by General 
Millar, at Woolwich, a bar of Swedish iron 1 inch 
square and 3 feet between the bearings, bore a load 
of 560 lbs. in the middle, and was deflected by it 
J inch. 

With 716 lbs. the deflection was '375 inch. 
With 884 . . - .5 inch. 

Being then relieved of its load, the bar resumed a 
rectilinear form. 

With 1120 lbs. the deflection was 1 inch, and the 
elasticity of the bar was destroyed. 

As a mean, Mr. Barlow states 1000 lbs. Jbr the load 
that will destroy the elasticity of a bar of wrought 
iron^ supported at both endsy 1 inch square and 3 
feet long between the supports. 

220. Mr. Barlow does not state at what load 
flexure was first sensible ; but if a bar wfes deflected 
ith of an inch by 560 lbs., it may be assumed that ft 
would not be safe to load it ^ertftai?rently W$th Sfidre 
than 280 lbs. Taking, therefore, 28(!)l!fe. as the 
strain that a bar of iron 3 feeft loi^ and 1 inch square 
will bear without injury, a bar 1 foot lotig and 1 
inch square will bear 840 lbs. in the middle ; Or say 
800 lbs. as a more convenient number for calculation, 
and on the safe side, since it will give a somewhat 
greater strength. On these data the following rule 
proceeds. 

To find the proper diameter for a round wrought- 
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iron bolt at rest» supported at both ends, and loaded 
in the middle. 

Rule. — Multiply the strain in pounds by the 
length of the bolts in feet between their supports ; 
and divide the product by 800. The cube root of 
the quotient is the proper diameter for the bolt.* 
If the bolt is to be loaded uniformly over the length 
instead of in the middle ^ then divide by 1600 in- 
stead of 800. 

Example, — In the Menai Bridge^ each of the bolts that retain 
the 16 chains must bear \*25 tons, since the whole strain on the 
chains may amount to about 2000 tons.f The length of each bolt 
between its bearings against the rock is 18 inches, and the chains 
are disposed along that length; therefore the divisor will be 
1600. 

Then: 

(strain in lbs.=) 280,000 lbs. x 1-5 feet _^- ^ _,, 

^ \ ,' = 262-5. The cube root 

Oi louu 

of which is 67% inches for the diameter of the bolt ; the actual 
diameter is 6 inches. 

221. The foregoing rule is adapted to proportion 
the strength of a bolt to bear 3| times the strain it is 
exposed to before losing its elasticity, and will give 
sufficient strength for the retaining bolts of sus- 
pension bridges, which are at rest. 

It is requisite and usual to make the coupling bolts 
of the chains stronger, for the reason stated in 
Art. 219. Their strength is usually in practice about 

* Because the strength of bars of iron is inversely as the 
length, and directly as the breadths and squares of the depths, 
and therefore, when the bars are round, the strengths are as 
the cubes of the diameters. 

f See computation of the weight that may come on the 
Menai Bridge, Art. 209. 

3 
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10 times the strain they may be exposed to from dead 
weight, and will be obtained by using the foregoing 
rule, with 300 for a divisor, if the bolts are to be 
loaded in the middle, and 600 when loaded as they 
really are, uniformly over their length ; the distance 
apart of the coupling plates in feet^ being taken for 
the length of the bolts between the bearings. 

Example I. 

222. In the Menai Bridge every bar was proved to 11 tons 
per square inch, or 35f tons, and is adapted to bear that strain. 
The bolts must therefore be capable of bearing the same. The 
coupling plates are 1 inch apart. 

Whence : 

(35-75 tons =) 80,080 lbs, x T^^th foot 6673 , , , 

_,^^ — " ,^_ — 1 1*1, tnecuDe 

600 600 

root of which is 2\ inches. They are really 3 inches diameter, 

and are stronger in proportion than other parts of the same 

bridge. 

Example II. — Hammersmith Bridge. 

223. The bars of the chams contain each 5 square inches of 
iron, and are adapted to bear 45 tons without stretching. The 
length of bolts between the coupling plates is 1 inch or -jJij^th of 
a foot. 

Calculation : — 
(4 5 tons =) 100,800 lbs , x T^^h foot 8400 

600 — """"" ~ "600 " ^*' ^^^ 

pf which is 2^ inches for the diameter of the bolts ; they are 
really 2\^ inches diameter. 

Example III. — Tweed Bridge. 

The bars of the chains contain each 3'14 square inches, and 
would bear, without stretching, 63024 lbs. The length o£ the 
bolts between the coupling plates is 2 inches. 



« -_ *^ 
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Calculaiian: — 
63024 lbs. X -166 feet 



= 17*3, the cube root of which is 2*6 



600 

inches for the diameter of the bolts. Their real diameter is 
2*16 inches. • 



Strength of Cast-Iron Bolts. 

Q24f. We have seen (ant^, p. 195,) that a cast-iron 
bar, 1 inch square and 1 foot long between the sup- 
ports, will break when loaded in the middle with 
2600 lbs. 

If at rest, a cast-iron bar may be loaded with about 
ith of that ; and if it be a moving part, with about -1*5 th. 

Therefore, to find the proper diameter for a cast- 
iron circular bolt at rest, supported at both ends, and 
loaded in the middle : 



Formula IIL 

Load in lbs. x length in feet between 

22 ^ cube of diameter. 

500 

If the bolts are to connect moving parts, then : 

* From these examples it will appear that the foregoing rule 
is adapted to make the sizes of the bolts a little less than they 
have been made in the strongest bridges, and a little larger than 
they have been made in some of the specimens of slight con- 
struction. The author has little doubt but that it will give a 
strength for the bolts, proportionate to that of the other parts of 
a suspension bridge ; but it must, of course, be taken and used 
with discretion, viz. if a bridge is much exposed, a less divisor 
than 600 should be used ; if it is to be little exposed to shocks 
or vibrations, even a greater divisor may, perhaps, be used with 
safety. 

o 4 
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Formula IV. 

Load in lbs. x length in feet , ^ .. 
2 ^- cube of diameter. 

If the bolts are loaded uniformly over their length 
instead of in the middle, 1000 and 440 must be used 
as divisors, instead of 500 and 220. 



Strength of Cast and TVrought-Iron Gudgeons. 

225. The pivots, or gudgeons, of the great levers 
of steam engmes are usually of cast iron, and are 
loaded at the rate of about 643 lbs. per circular inch 
of their area, the length of bearing of the pivots 
being \\ times the diameter {vide Farey on the Steam 
Engine, p. 605.), which is equivalent to 804 lbs. per 
circular inch, if the length of bearings were equal to 
the diameter. This standard is justified by long prac- 
tice, the pivots of the great levers being scarcely ever 
known to break. 

The cast-iron gudgeons of water wheels are usually 
loaded at the rate of about 500 lbs. per circular inch 
of their area. 

Whence, as a general rule, to find the proper dia- 
meter for cast-iron gudgeons to bear a given weight 
in lbs., Mr. Farey gives the following. 

If the length of bearing is to be equal to the dia- 
meter. 
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Formula V. 



v/ 



weight in lbs. , ,. ^ 

— gno ~ proper diameter. 



If the length of bearing is not the same as the 
diameter, the weight must be multiplied by that 
length expressed in parts of the diameter. 

For wrought'iron gydgeonSy Mr. Farey gives the 
same formula, taking 1000 for a divisor instead of 
500. 

These rules give a very much greater strength than 
would be requisite for gudgeons not exposed to any 
shocks or sudden twists, because they are drawn from 
the practice in making the gudgeons of moving ma- 
chinery, such as great levers of steam engines, water 
wheels, &c. ; and are consequently adapted to make 
the pivots like the other moving parts of heavy ma- 
chinery, to bear at least ten or twelve times as great a 
load as they are exposed to ; whereas the pivots of 
rollers for supporting the main chains of a suspension 
bridge are at rest, and have only to bear absolute 
weight or pressure. 

226. In applying Mr. Farcy's rules to the pivots 
of supporting rollers for the chains of a {Suspension 
bridge, the load on the pivots will be the vertical 
pressure due to th6 tension of the central chains and 
backstays, and must be calculated by the formulae 
in art. 192. Then, in computing the diameter of the 
pivots, Mr. Farcy's rules may be used, taking from 
1500 to 2000 for a divisor for cast-iron pivots in- 
stead of 500, and from 3000 to 4000 for a divisor 
for wrought-iron pivots instead of 1000. 
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Example. — Suppose, in a bridge, there are eight chains, each 
resting on four rollers with wrought-iron pivots. The length of 
the pivots to be equal to their diameter. 

Suppose the utmost tension at the points of suspension to be 
1600 tons ; the deflection being 1 in 13, and the backstays 
carried away at the same angle as the chains of the middle 
opening. 

Then, by Table D. (p. 179.), we have the vertical pressure on 
the summit of each pier, from the middle part of the bridge, 
1600 X '29415 = 470 tons ; and the same from the effect of the 
backstays ; total, therefore, 940 tons. 

Whence : 



n/ 



52,928 
— — = 3*3 inches for the diameter of the pivots,* 



Strength of PFood. 

Longitudinal strength. 

227- The following is a table of the ultimate 
strength of cohesion of different woods, taken from 
Mr. Barlow's Essay on the Strength of Timber. 



Name of Wood. 


Load in Lbs. that will tear 
asunder 1 Square Inch. 


Oak 


10,000 


Box 


20,000 


Ash 


17,000 


Teak 


15,000 


Fir 


12,000 


Pear 


9,800 


Maiiogany 


8,000 


Beech 


11,500 



• This rule is not offered with great confidence in its cor- 
rectness, as there are hardly a sufficient number of practical 
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It follows, that the ultimate strength of cohesion of 
a bar of any wood is its sectional area multiplied by 
the number in the table that expresses the cohesive 
strength of 1 square inch. Thus, a bar of fir 10 
inches by 3 will be torn asunder with 12,000x10x3 
= 360,000 lbs. 

Mr. Barlow says, that wood ought not to be loaded 
with a strain in the direction of its length of more 
than two-thirds of its ultimate strength. One half 
would be still more advisable in practice. 



Transverse Strength of Tf^ood. 

228. Mr. Farey, in his Treatise on the Steam 
Engine, gives the following rule for calculating the 
strength of oak beams : — 

To find the proper dimensions fiyr an oak beam 
to sustain a given weight in the middle^ when it is 
supported at both ends. 

When the load and the length between the supports 
are given, then if the breadth be fixed, to find the 
d^th. 



Formula I. 



The depth 
in inches 



}__ /weight in lbs, x length in ft. between supports . 
""V 40 X breadth in inches 



If the depth be fixed, then to find the breadth. 



examples of supporting rollers in suspension bridges to ground 
it on the apthority of established practice. 
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Formula II. 

-^ , , , . . 1. weight in lbs. x length in feet 

The breadth in inches = ,^° 2^1 — ^7 . . — r— 

40 X square of depth in inches 

229. Mr. Farcy's rule may be used for finding 
the proper dimensions of beams made of any of the 
woods named in the following Table, by multiplying 
the divisor in Mr. Farey's formula by the number 
in the column of multiplicands corresponding to that 
wood. 



Name of Wood. 


Multiplicands to be used with 
Farcy's Rule.* 


English oak 

Canadian oak 

Ash 

Elm 

Fir 

Pitch pine 

Red pine 

Beech 


1 

1-24 

1-4,2 

0-70 

0-775 

1-14 

0-94. 

1-09 



Example. — To find the proper breadth for a beam of ash, 
20 feet long and 12 inches deep, to bear a load of 5000 lbs. on 
the middle — 



• This Table is computed from a Table of multiplicgnds 
given by Mr. Barlow, to be used with his rules for finding the 
ultimate transverse strength of different woods. The column 
of multiplicands in the above Table expresses the proportionate 
tnmiwrse strengths of different woods, English oak being taken 
as unity. 



USED FOR SUSPENSION BRIDGES. S05 

5000X 20 



Ai\ ^ jLo 1 o 2 = ^ ^'^ inches for the breadth of the beam ; or, 

4jU X 1*4? ift X 1^* 

if the breadth were known, 12*2 inches, and the depth sought, 
Then, 

P^P^ = V 40 X 1*42 X 12*2 = ^^^= ^^inches. 

230. Mr. Fare/s rule is adapted to give results 
corresponding to the practice in making the wooden 
beams of steam engines, viz. to load oak beams at 
the rate of 40 lbs. on a bar 1 foot long and 1 inch 
square. 

Now Mr. Smeaton's experiments on bars of 
oak give for the weight that will break a bar 
of good English oak 1 inch square and 2 feet 
long between the supports, when it is loaded 
in the middle 280 lbs. 

And Mr. Barlow states, that a bar of oak 2 
inches square and 7 feet long between the 
supports, broke when loaded in the middle 
with 637 lbs. 

The mean of these two results gives 558i lbs. for 
the vMimate transverse strength of a bar of oak 1 
foot long between the supports^ and 1 inch square ; 
hence Mr. Farcy's rule is adapted to make oak beams 
of a strength to bear very nearly 14 tirfies the load 
that is to be laid on them before they would break. 
This is a superabundance of strength for. beams at 
rest, and in using the rule for computing the proper 
dimensions for the cross joists of the platform of a sus- 
pension bridge, it must be taken with modification : 
viz. If they are made to bear three or four times as 
much as they will be loaded with, instead of fourteen 
times, they will be abundantly strong, and the rule 
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may therefore be used with 140 for a divisor instead 
of 40 ; Or by using a divisor = any proportion of 558i 
(or say of 560 as a more conveniently divisible num- 
ber), a corresponding proportion of strength will be 
computed for the wood. 

231. The increase of strength given to wood bearers 
by trussing them is very great. Sir H. Douglas 
says, that a trussed beam will bear 10 times the weight 
that it will bear alone; and that a bridge on oak 
trusses of 40 feet span, in which none of the tim- 
bers exceed 6 inches square, may be made to sup- 
port artillery. (See Sir H. Douglas on Military 
Bridges.) 

And in an experiment made with a portion of the 
platform of Menai Bridge, it was found that when 
trussed it bore Jive times the weight that bent it when 
not trussed.* 



Strength of Ropes. 

232. In the erection of the Menai Bridge some 
trials were made by Mr. Rhodes of the strength of 
the ropes used for the hoisting tackle to get up the 
main chains. 

They were as follows : — '^°"? p®' 

'' sq. inch. 

No. I. A piece of 5| inches circumference 
broke with 6| tons z: 2*56 

No. II. A piece of 4i inches circumference 
common laid, broke with 4i^th tons— 2*54 

No. III. A piece 4i inches circumference 
of fine yam, slack laid, broke with 6 tonszz 3*73 



* See Provis'e Account of Menai Bridge 
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USED FOR SUSPENSION BRIDGES. €07 

The mean of Nos. I. and II. may be taken as a 
standard: viz. 

That good rope will break with a strain of 2*55 
tons per square inch of section. But it ought not to 
be strained permanently with more than id of that, 
say about }ths of a ton. For temporary service, such 
as a military bridge erected merely for the passage 
of troops, rope may, perhaps, be loaded with i of its 
breaking strain, or say 1^ ton per square inch. 

Dr. Gregory * gives the following rules for the 
strength of hemp rope. 

(TTie square of the girth, or circumference X 200) 
=: the strain in pounds that it will bear safely.t 

Example : — For a rope 4i inches girth, we have 
4i squared = 20-25 x 200 m 4050 lbs. = 1-12 ton 
per square inch, or i^ths of the breaking strain in 
No. II. of Mr. Rhodes*s experiments. 

For finding the breaking strain of ropes, Dr. 
Gregory gives the following rule : — 

— ^— — 3 = the load in tons that will break the rope.J 



80*25 



Example : — A rope 4 J inches girth squared = 
= 4*05 tons. The real breaking strain of a rope 
4 J inches girth is by No. II. experiment 4tV tons. 

Another example : — 5f girth squared zz -^ =. 
Q^Q tons. The real breaking strain in No. III. of 
Mr. Rhodes's experiments was 6} tons. So that 
Dr. Gregory's rules appear to accord very well with 
experiment. 

* Dr. Gregory's Mathematics for Practical Men, p. 391. 

t For cabksy Dr. Gregory says 120 must be used for a mul- 
tiplier instead of 200. 

X Dr. Gregory says this standard is too high for tarred cord- 
age, which 18 weaker than white cordage. 
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233. The application of suspension bridges 
within a few years, increased so rapidly, and is 
so much on the increase, that it may not be out i 
place to bestow a few lines on the consideration < 
when they ai-e, and when they are not, expedient. 

334<. The prominent quality of a suspension bridge! 
is its independence of the bed of the river that it I 
crosses. Hence it can be thrown across an opening, T 
where it is impracticable, either from rapid current^,! 
or from the altitude of the banks, to erect centering J 
for a stone bridge. 

Its next most valuable qualities are the facility 1 
and expedition with which it can be built, the small 
amount of materials required, and the consequent 
economy. 

These advantages, added to the elegant lightness 
of suspension bridges, have combined to throw a 
degree of charm about them, which is perhaps be- 
coming exaggerated, and may lead to their adoption 
in unfitting situations. 

235. It should be remembered, that while sus- 
pension bridges are built on the proportions hitherto 
adopted, even in the strongest, they are inconipaiably 
slighter than stone or cast-iron arch bridges. There 
is no suspension bridge in existence that would be fit 
to bear permanently the load that is daily and hourly 
crowded on London Bridge. 

A bridge destined to be a great and perpetual 
thoroughfare, exposed not only to be frequently quite 
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filled with people, and to the passage of troops, but 
also to the rapid motion of great numbers of heavy 
vehicles ; in fine, a bridge in a busy part of a great 
city ought not to be on the suspension principle. 

238. For if it were made no stronger than our 
strongest suspension bridges, it would not possess 
sufficient stability. If, on the other hand, the 
strength were increased to a sufficient extent to 
enable it to bear safely its constant work, the weight, 
the difficulty of getting up the chains, and the in- 
crease in the masonry part, would so raise the ex- 
pense, that it is doubtful how far it could be brought 
under that of a stone or cast iron bridge. 

Add to which, a suspension bridge would never 
equal in stability a common arch bridge, because it is 
subject to vibrations, the law of which is not sufficiently 
known to calculate their precise results in practice, 
but which certainly are more dangerous in a heavy 
bridge than in a light one. The object, therefore, 
in building a suspension bridge is, either to make it 
so light that its own vibration shall not hurt it; or if, 
as in nine cases out of ten, that cannot be done, then 
to make it so heavy and stiff, in proportion to the 
load it will have to carry, that the load shall not cause 
it to vibrate much. This, for a bridge liable to be 
constantly loaded with as much as it could contain, 
would be impracticable. 

239. For large openings, where it is of importance 
to have a permanent passage, and yet where the 
number of passengers is seldom great at a time, sus- 
pension bridges are admirably fitted, because they 
can be carried to almost any span, and any height, 
for a comparatively moderate expense. 

There are also multitudes of situations, where it 
has been usual to build arch bridges of stone at great 

p 
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expense, and where the traffic is not at all beyond t 
measure of strength that may judiciously be given t 
a suspension bridge. 

240. For military bridges they are well fitted ; tho-l 
chains or cables, the platform, and even timbers ready 
prepared to frame suspension piers. — An entire sus- 
pension bridge, in fact, — might be carried more con- 
veniently than a pontoon bridge, and could be riggi 
up for use in very Httie time. 

They would be also peculiarly well adapted fora 
crossing chasms in mountainous countries. On th«» 
Simplon and St. Gothard roads, for instance, the^ 
celebrated passes from Switzerland to Italy, the 
chasms that have to be crossed by bridges are fre- 
quently many hundred feet in depth, although not 
broad, and the faces of the rock so perpendicular, ■ 
overhanging, as to give hardly any means of erectinj 
centering for an arch bridge. The expense, conse- 
quently, of making them, must have been very great. 
A suspension bridge, moreover, on a great military 
pass, would give the inhabitants greater command 
over it ; for by knocking out a few connecting bolts, 
a whole bridge might be dismantled very rapidly, 
without being destroyed, to check or retard the 
enemy's passage ; whereas, to cut off the passage of a 
stone bridge, it must be blown up, and cannot be 
renewed but with great expense and loss of time. 

241 . For piers, or jetties on the sea coast, they 
appear to be peculiarly adapted, from the openness of 
their construction. If the suspension towers are 
founded on piles, and themselves made of strong but 
open framework, and if the chains and platform are J 
properly combined to get as much stiflness with i 
little weight as possible, so that they may resist vi-l 



CONCLUSION. 211 

bration, without being so heavy as to be endangered 
by the vibration they cannot resist, a suspension pier 
may be buried in the waves without being hurt. 

242. As to the durability of suspension bridges, 
nothing but time can determine it. The chains are 
tried with nine tons per square inch, and do not 
stretch with that strain, according to which they are 
proportioned. But it does not follow, that the iron 
may not receive injury from a permanent load of nine 
tons per square inch, although it receives no injury 
from it during the short time it is under proof. It 
would be a useful experiment to strain bars of iron with 
diflFerent loads from seven tons per square inch up- 
wards, and to leave them under their loads for several 
years exposed to the air and damp ; in fact, under the 
same circumstances as in a bridge. Again, as to 
preserving the chains from rust by varnishing and 
painting, they are certainly protected by it in some 
degree ; nevertheless, destruction does go on, as is 
evident by the necessity of scraping and repainting 
every few years ; and to what extent that silent cor- 
rosion may eat into the fibre, and injure the tenacity 
of the iron without such injury being discernible to 
the eye, is not determined. 

It might, perhaps, be well, while these points re- 
main unsettled by experimental knowledge, to give 
to suspension bridges more strength than is usual, or 
else to take out a bar or a bolt every few yeai's, 
and prove it over again to ascertain when the bridge 
ought to be repaired. For it does not at all follow, 
that a chain bridge that will bear 1000 tons now, 
will bear 1000 tons a century hence. 



THE END. 
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